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SERVICE AND OIL CHECK by a 


crew expedite traffic at this Tide Oil Co. semi-serve on Santa Monica Blvd., 
at Vista Sct., Hollywood. Custome ump n ‘ at 20-pump, five-island statior Crew can service a car in two min 
utes Station Manager Har 


d while George Louis cleans windshield Note overhead reels 


Full or Part Service Offered by Most Multi-Pump Stations 


Major oil companies operating multi-pump service stations provide motorists with all the services they secure 


at conventional outlets. Independents normally give from partial to full service. The original self-serve station 
one that gives no service—has almost ceased to exist 


These points, and the effect of price differential on 
gallonage, are discussed in the second article in a series on multi-pump operation. Page 17 
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.... on the Accuracy or Performance 
of Brodie BiRotor Meters 


And here’s why. 


e Brodie BiRotor Meter measuring units are fully 
self-contained within a compact unit-built assembly 


e ‘They are securely mounted in a rugged welded all 
steel meter housing, that withstands pressure, shocks, surges, 
impacts, and strain 


e They employ no complex reciprocating parts to wear, 
or get out of adjustment 


e All components are made to the highest standards 
of precision 


Inve stigate Brodie BiRotor Meters, today 
Full details furnished on request 





ALL STE 


RODIE Bika” METERS 


RALPH WN. BRODIE CO., . + ist & LOWELL STREETS, OAKLAND 8, CALIFORNIA, U.S.A. 
Division Offices: 550 SO. COLUMBUS AVE, MT vat N.Y. « 59 E VAM BUREN, CHICAGO 5, ILL ~ 307 SO. PEARL STREET, DALLAS, TEXAS 
TM Oth AVE, M. SEATTLE ©, WASH ~ 2001 S. SAM PEDRO, LOS ANGELES 11, CALIF. . REPRESENTATIVES AND STOCKS IM ALL PRINCIPAL CITIES 





CHECK YOUR COUPLINGS 


... to Cut Delivery Costs! 
Get Full Flow, Quick Operation, Leak-Proof Joints, with McDONALD Hose Couplings 


Worn, old-fashioned, leaky hose couplings add 

to your handling costs. New, quick-acting, 

smooth-operating, leak-proof McDonald coup 2’. HEAVY DUTY 

lings pay for themselves in the time, gasoline QUICK HOSE COUPLING 


and oil they save. It’s just good business to 


5 Plate 990. 
check your couplings and replace with Specially designed for jate A 


McDonald Hose Couplings—soundly engi heavy-duty service. 
neered, precision-built and adopted as stand- Quickly engaged or 
ard by an impressive group of the country’s disengaged. Coupled 


ite f fold . 
leading operators. Write for folder with totally enclosed, 


powerful right and left- 
hand thread mechanism. 
Special composition 
gasket resists action of 
gasoline and oil. Swivel, 
Plate 990. Female 
adaptor, Plate 990-A 


KWICK-TITE 
HOSE COUPLING 
Sizes: 1%", 2° 
Full-size openings eliminate 
restriction. Specially machine- 
finished locking ports permit 
hand coupling and assure 
leak-proof joint. Teeth interlocking 
feature prevents coupling from 
parting in case hose is twisted 
and permits use of one-half of 
coupling as a wrench when attaching. 
Made of high-grade bronze. Furnished 
with male or female adaptors 


Plate 964 


Plate 895 


JIFFY QUICK HOSE COUPLING 
Sizes: 1%", 2° 
Truck tank hose is attached to faucet in a 
jiffy and detached just os quickly. Mokes 


positive leak-proof connection. 
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Typical of a line of gate valves designed to prevent leaks—as well 
as stop them—is OPW’'s 43-A. 


It has a full body. Its full stem thread insures contact, closed or open. 
Gland packing keeps friction always against the gland—away from the 
packing. It has strong pipe ends. Male and female ball and socket self 
aligning discs and tapered seats make a perfect seal. This means a tight 
fit—no leaks. 


The OPW range of style is wide. It includes RISING or NON- 
RISING stem types. HANDLE or BONNET LOCKED. Quick-open 
ing THROTTLE type. MANUAL or SELF-CLOSING. By-pass 
PRESSURE RELIEF. Sizes range from !/," to 3" inclusive. 


Ne. 215 GATE VALVE 


Contact your Oil Equipment joie 
If jobber cannot supply you, mail coupon 


a 


OPW CORPORATION 


2735 Colerain Ave Cincinnati 25, Ohie 


I'm interested in receiving detailed information on your com 
plete line of Gate Valves and other equipment for handling 
hazardous liquids 


CORPORATION vgn 


vaives @ FITTINGS © ASSEMBLIES Company_ 
for handling hazardous liquids Address 


2735 COLERAIN AVE City 
CINCINNATI! 25. OHIO ie 
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DUAL POWER ENGINE Both the oil and automo 
keeping a close watch for ulti 

ng ombustion 

simultaneous 

in order to 

Patent Office 

entor on the 

elements were not “suf 

Appeals 


1 the 


however 


CONSERVATION MINE API Marketing D 


Committ noir 1 SY¥YMmposium on 


API's 1952 meeting 
in make 1 


ai 


mimi 


FUEL OTL SECOND THOUGHTS Cropping up in 
the East i ve ick f cutting 


that of the 


ip subgroups whose 
hardship com 
mittees National! Oil Jobbers Council 
ind cover : itire range of blems uliar to the 
sssociation members primaril fuel oil business 
For example, the subgroup would be concerned not 
only with suppliers’ allotment policies, but with the 
whole problem of contracts. Another likely subject 


might be trade promotion, et 


4 


iS a rumor being dis 
one majo 


contr 


ROADS vs TAXES—-Don't underestimate the power 
of the motor car and tire company drive for more 
ind better automobile roads. Currently no week goes 


t 


by that does not see a top official of one of the orig 


inal equipment tire companies mak« 


a speech which 
is either devoted to the need for better highways, or 
in which a passing reference is made to the subject 
Ir y case the argument is advanced that we must 
have wetter roads regardless of cost, a position which 

in opposition to the traditional stand of the 


oil industry against higher gasoline taxes 


OW. BIOGRAPHY API and Oi! Industry Informa 


t possibilities of 


ion Committee are considering the 


preparing a complete iuthoritative history of the 
oil industry. The thought is that such a history might 
he mpleted in 1959, and thus span the 100 y 


since Drake's well 


ANOTHER HEADACHE? A popular semi-technical 
type magazine found on most newsstands plans (in 
conjunction with an engineering company) to per 
formance-test American and foreign cars. Purpose 
buyers how new cars perform, thelr 
lity, braking power, fuel consump 

Test results may not be questionable, but 
when cars hit the highway with jack-rabbit starts 
heavy-footed drivers and car owners with slow re 
action time, the results may be far different from 
test results. With the right “jockey” at the wheel 
for example, gas consumption could be amazingly 
higher than shown in these tests, which might con- 
ceivably result in the owner deciding that his driving 
is all right but the gasoline isn’t up to par. Or a 
car dealer may be faced with a customer who feels 
he bought a below-normal car. In either case, it may 
be pretty hard to convince the owner that jt isn’t the 
gasoline or the car, but rather his driving which is 
at fault 





mt 
ECONOMY) 
POWER ) 


‘= 


PROTECTION) 
































Signs that point to your 
Pennsylvania Oil Brand 


Car owners everywhere — more conscious than ever of 
the need for engine care—are being convinced of the 
superior qualities of 100% Pure Pennsylvania Motor 
Oils. Attention-getting advertisements such as the one 
reproduced here are being read more thoroughly by 
more people than ever before. They appear regularly in 
LIFE, THE SATURDAY EVENING POST, HOLIDAY, 
COUNTRY GENTLEMAN and PROGRESSIVE FARMER 


You can turn this public acceptance into demand and 
sales for your brand if you make sure your dealers let 
their customers know they handle your Pennsylvania oil. 


This fall marks the completion of 28 consecutive years 
of consistent advertising that has educated the public 
on 100% Pure Pennsylvania Motor Oils. Its effectiveness 
has long been evident, and it will be continued through 
the years to come. 


PENNSYLVANIA 


MOTOR olL 








For your protection, only oils made from 100% Pure Penn- 
sy!vanio Grade Crude which meet our rigid quality require- 
ments ore entitied to corry this emblem, the registered 
badge of source, quality and membership in our Association 


edideeee 
o - 1 ot made oom teen © 
oe 


PENNSYLVANIA GRADE CRUDE OIL ASSOCIATION 
Oil City, Pennsylvania 
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CITIES 


SERVICE 
Breaks the Record 


Never before has the initial 
run of any catalytic cracking 
unit continued for 785 days. 


This new operating record — 
from April 9, 1949 to June 4, 
1931 — stands to the credit of 
the Cities Service East Chicago 
refinery. 


This record reflects the pro- 
gressive technology that 
makes Cities Service one of the 
fastest growing oil companies 
in America. 
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PAD Stalls Bureaucrats’ Move to Grab 
Control of Oil's Materials Program 


By Andrew R. Patia 


Very few oil men probably were 
aware of the serious threat to the 
oil industry materials program that 
PAD succeeded in minimizing last 
week, after touch-and-go negotiations 
with the top brass of NPA 

It seems that while Administrator 
Fleischmann was away, the mice took 
the opportunity to play and decided 
that—-contrary to previous agree- 
ments-—-all PAD materials projects 
for overseas oil operators should be 
cleared through a multitude of NPA 
industry divisions. This was neces- 
sary, they held, in order to ascertain 
whether sufficient Class “B" items 
pumps, compressors, boilers, et« 
were available to be used in conjunc- 
tion with PAD allotments of con- 
trolled materials 

Not only were foreign materials al 
lotments completely snafu but the 
very real danger was posed that 
NPA, if it succeeded here, would next 
want to exercise the same jurisdic- 
tion over all domestic allotments by 
PAD Fortunately, common sense 
prevailed once Mr. Fleischmann re- 
turned to his shop and was persuaded 
by PAD to commence red tape shear 
ing operations 

In theory, perhaps, NPA might 
have a logical argument for check- 
ing on Class “B” materials supply 
but certainly not in a manner which 
would imperil the smooth function- 
ing of the entire oil industry expan- 
sion program As it now operates, 
NPA just can't handle such controls 

The agency very often has no idea 
of how manufacturers of items such 
as tanks and compressors are going 
to employ their materials allotments 
Even now NPA is considering limita- 
tions on the output of farm and home 
oil storage tanks though it has no 
idea of the amount of materials in- 
volved in current production 

How in the world anybody can hope 
to regulate demand for an item on 
which production data is not available 
is a mystery to us. Or will NPA do 
it “with mirrors,” as we suspect 
sometimes is the case”? 


On the face of it, there very well 
might be every justification in the 
world for Representative Wright Pat- 
man to conduct an investigation of 
the oil country tubular goods situa- 
tion. After all, the Texas Democrat 
should be concerned with the welfare 
of his oil industry constituents, par- 
ticularly the smaller operators who 
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sometimes tend to be neglected in 
most situations where supplies be- 
come tight Also, Mr. Patman is 
chairman of the House Smal] Busi 
ness Committee which has been con- 
ducting inquiries for many weeks in- 
to the “Problems of Smal! Business 
under the Controlled Materials Plan 

However, there is much suspicion 
that the congressman's motives for 
turning his attention to the oil coun 
try tubular goods allotment progran 
are not as altruistic as they might 
appear on the surface, that his mo 
tives are much more limited and ars 
concerned primarily with “putting the 
finger” on PAD. In his correspond 
ence with Interior Secretary Chap 
man on the subject, Mr. Patmar 
clearly implies that, if a “grey mar 
ket” in tubular goods actually ex 
iste, PAD’s system for distributing 
allotments is solely responsible. No 
reference is made to the fact that 
what “grey market” supplies there 
are floating around may be largely 
carry-overs from pre-allocation days 
Also ignored is the effect on supplies 
of imported steel, the price and dis 
tribution of which is practically un- 
controlled 


Mr. Patman also has informed the 
secretary that, because detailed 
tabulations on allocations made to 
thousands of operators are not read 
ily available, PAD apparently has not 
been making allocations “upon a 
realistic and equitable basis." Com 
pletely over his head was Mr. Chap 
man's explanation that the informa 
tion requested has always been re 
quired from individual operators in 
order to process their allotment ap 
plications but that it is so volumi- 
nous as to impose a staggering tabu 
lation task for the small and over 
worked PAD force 

Mr. Patman also appears ready t« 
brush aside Mr. Chapman's explana 
tion that PAD feels obliged to have 
the permission of the oil operators 
before publishing confidential data 
on drilling programs and tubular 
goods inventories If the Congress- 
man thinks this so improper, let him 
look to other defense agencies where 
information is not available on even 
such broad levels as over-all alloca- 
tion to a specific group of manufac- 
turers and where the agencies frank- 
ly confess that, in many cases, they 
have no accurate information as to 
the type of products for which allo- 
cations are being made 


ay STONCO 


Cushion-Seal 


LAMP HOLDER 


for EXTRA LAMP LIFE 
with ANY LAMP in 
ANY WEATHER 

Adds hours to lamp life by end- 


long or short, PAR-38 or R-40 
—assures maximum lamp cool- 
ing and faster heat dissipation. 
Cushion-Seal includes high- 

bber with 


and aluminum sheet 
Weatherproof cast aluminum 
throughout. 


100,000 


CAND 
00 watts 
300 
Stonco Super 
Spot No. oo 
most powerfu 
300W sealed- 
beam spotlight 
ever made. Long-range, oval- 
shaped beam can be rotated to 
exact fixed ition desired. 
Available w = all standard 
aluminum throughout. 


STONCO ISLAND 
AREA LIGHT 


Porcelain- 
enamel, heavy 


with built-in 
cast aluminum 


bonnet already 
tapped for | 
to 5 lamp 
holders — no 
accessories 
needed. 


png wpa ele ce ae 
So yoke saves an hour's 


giring time fee Produt unit. rae 
383 Henry Sree Bleteth $ 











SUPPLY AND DEMAND 





Fuel Oil Supplies Adequate to Meet 
Demand of Season's First Cold Snap 


hdrawa atil ‘ s probab to t re e West Coast y 7.000 


r 5.766.000 bbls ider Septen 


at rn 


ber 1950 stocks Gasolin and 
dual fuel oil stocks were higher thar 
the previous year, but large ae 
urred in l 
I i 1 in t } n ing at 


hm (MM) 


: District 5 stocks 
wa t r ; ’ ember ths year 
thdrawr e ‘ 3 7 ~ w). 1950 
Total Stocks im District 5 
Sept. 30, Sept. 30 "% 
1951 1950 ( hange 
thousands of bbls.) 
€ ‘4 
ares 
Breakdown 
lrawals 


tricts is shown in the 


Mistifiate Poel (41 Stocks 
Week Week Withdrawn 
tnded badred fro# 
Diet rtet New 17 New. 16 Storage Crude off and condensate produc 
thousands of bhis.) tion averaged 6,237,150 bd for the 
- k ended Nov. 17, up 33,600 b/d 
the previous week, but 116,050 _ BS NZS : 1 
below the record high set during Sinclair Refining Co, has approved 
the week ended Oct. 20 expansion program for its Hous 
ie n refinery which will increase crude 
District 5 (West Coast) total su; . - 
charging capac itv from 85.000 to 
110,000 bd 


Few ~~ Were encountered ply increased from August to Sep 
by the in meeting heat tember and at the an ta The Houston plant 
during the f.rst jemand d pene 1 so that it wa largest of seven refin 
the season and necessary to witt iraw miy 6,000 bid Sinclair on ympletion 
nal” local m storage in Sept =, < , gram in the fall of 
s reaching n o a Bureau of ! ’ 


crude charging capacity 
tr im situation on tl 


these were 
nature, ace 
the Petre dministratio or De pt . . 
fenme ict. Withdrawal in August ar ! h 254.000 bd of 
As happens just about e\ year » 53,000 b d 7 


clair refineries at present 


pacit 
PAD said, the cold weather found Tota] demand in September of 1 President P. C. Spencer said that 
some trucks, particularly in the Mid 117,000 bed all engineering work on the Houston 
weat, running about two days behind 


project has been completed, and con 


was 28,000 bd under 
August Domestic gasoline femand 


schedule, but this problem apparent was down 37,000 b/d, but increases 


ly had smoothed out by Nov. 20 
Although D.strict 2 stocks fell off 


struction contracts let. Company has 


n fuel oi] demand partly offset this been granted an amortization 


decrease ficate based upon an estimated 
about one million bbls. (see tabula Crude runs to stills of 981.000 b d 1f approximately $28 million 
were only 1,000 b d higher than Aug New installations will doubk 
to be well cushioned and stood in 
good shape PAD adding that th 
same favorable situation was true for Summary of API Report on Refining Operations 
basic stocks in all region (U. S. Totals—B. of M. Basis) 

Bureau of Mines has indicated that 
its 1952 forecast will show a 

and in« : of about 5 
1951 av of about 7,490,000 


tion above), suppliers were reported 


Week Wrek 
Ended Ended 
Production Nov. 17 Nov. 10 
(figures in bbis.) 
Crude runs.-daily avg 6,616,000 6.573.000 
Foreign crude included $05,000 466 000 
ybably will be Per cent operated 91.5 91.0 
in 1952, but Gasoline 22,114,000 21,489,000 
demand will be Kerosine 2,802,000 2.873.000 
nerease as result of Distillate fuel oil 9. 688,000 98,380,000 308,000 
a sharp falling off is 1 §. exports Residual fuel oil 9 403.000 9 076.000 127.000 


is expecte 


Nov. 29 or 


after the first three or four months Stocks 
of 1952 Finished & unfinished gasoline 110,381,000 109,455,000 
Bureau also sees a substantial in Kerosine 


rease in U. S. imports during the 


926,000 
32.729.000 12 SOT .000 178,000 
Distillate fuel oil 100,429,000 102,687,000 258,000 
last half of 1952, with Iranian refin Residual fuel oil $8,434,000 48,100,000 334,000 








The seed that grew a crop of new customers 


It was the seed of an idea—an Ethyl idea that over the past sixteen years 


has helped sell millions of dollars’ worth of petroleum products to farmers 


Like most good ideas, this idea was simple. In 1935 practically all farm 
tractors were designed for kerosene, distillate and other heavy tractor fuels. 
However, more and more farmers were using gasoline because of its con 
venience, cleanliness and ease of starting. Ethyl engineers had the idea 


that farmers should also get all the extra power gasoline could give 


So, in cooperation with tractor manufacturers, they experimented with 
and developed the high compression tractor. When manufacturers started 


ontinued on next page 





The seed that grew a crop of new customers 


nttnued from preceding 


producing this type of tractor, it made a hit with their dealers and farmers 
Today eight out of ten tractors made are high compression models 

These convenient, economical tractors have increased the use of power 
on the farm. More farms have tractors. Tractors work more hours. More 


work is done by engines, less by animal or manual power. And the natural 
result is an increase in the sale of petroleum products to farmers 

Today Ethyl engineers are still actively working with tractor manufac 
turers. Ethyl field men are out demonstrating how to get the best service 
from high compression engines and the improved gasolines offered by 
America’s oil refiners. And day by day they are helping to produce a bigger 


crop of farm customers for the petroleum industry 


ETHYL CORPORATION 


NEW YORK 17, NEW YORK 


. . - - . . . . 


Ethyl service is backed by 28 years of antiknock experience 
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output of lefense 

about 16.5 f the 

m output Increase in 

Grade 115/145 aviation 

and butylenes will b« 

100 Navy special 
urpose gasoline utpu 
increased sharply, Mr 


ew fluid catalyt 

ed by Sin : 

charge capacity f 40.000 
New 35.000 b d crude distillati 


will provide charge sto 


la.r engine 


eatalytic cracking unit 
finery production of Nav 
and gasoline 


Completing the layout will be a 
new steam generating plant, substa 
tions for additional electrical power 
needed, additional yard lines, tanks 
water supply syster and fire-fight 
ing systems 


Products pipe line to be construct- 
ed from the Texas Gulf Coast by 
United States Pipe Lir Co., ones 
government approval for the project 
is forthcoming, will serve nitially 
Memphis and Nashville, Tenn., Lex 
ington and Paducah, Ky., and Cincin- 
nati, the company said Oct. 30. Later 
the company proposes to extend the 
line, as steel becomes more plentiful 
to Indianapolis, Dayton and Colum 
bus 


Gasoline heating oils and tractor 
fuels will be among the products 
which the company proposes to carry 
through the line 


This pipe line is to be a private 
ly owned and privately financed com 
mon carrier line company officials 
said in a statement It will be the 
first common carrier not owned and 
operated by users of the line 


Combined refining capacity of 
Western Europe by the end of 1952 
will be 1,250,000 b/d over three 
times the prewar capacity the Eco- 
nomic Co-operation Administration 
estimated Nov. 8 in a report for the 
quarter ended June 30 


In addition, the agency said that 
lubricating oil units sufficient to meet 
Europe's requirements are under con 
struction, and most of them will be 
n operation early ir 1952 The 
agency placed present capacity at 
about 1,000,000 b/d as compared with 
100,000 b/d prior to World War I 


Mexican crude oil production wl! 
reach 300,000 b/d before the end of 
1951, according to a statement by 
Petroleos Mexicanos 

Production in mid-October was at 
the rate of 225.000 b/d, while national 
reserves of liquid hydrocarbons had 
increased to 1,378,000,000 bbls. from 
1,058,000,000 bbis. in 1946 Reserves 
of industria! gas were 58,500,000,000 
cu. ft 
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DAILY BULLETIN 


EXTRA 


ANOTHER NATIONAL! 


for * 6* CC® 
new AER-O-FOAM °99 


Smothers POLAR SOLVENT Fires 























M "99"... new liquid 
nnical foam! Now get posi- 
k-acting protection on fires 
g polar solvents or petroleum 
s. 

en applied to fires fueled by polar 
bivents such as methyl, ethyl, iso- 
propyl! alcohols, esters, ketones and 
ethers as well as petroleum products, 
AER-O-FOAM "99" offers new, de- 
pendable, stabilized protection. it is 
easily generated. Provides smothering, 
closely-knit blanket of fire-killing foam. 
Will not readily disintegrate or break 
down. Thoroughly tested, it is easily 

applied with existing 6% devices. 


K THESE ADVANTAGES: WRITE FOR DETAILS 


, : F furth f t 
Complete protection in auto- pelts” 2 acting a ty Me 


2 your nearest National Foam 
matic systems 

Distributor, or write for com- 
Simplified storage in tanks plete details today! 


Wide choice of application de- 
vices 


ANOTHER NEW PRODUCT BY NATIONAL FOAM 
— Pioneers in the manufacture of foam and foam equipment 


NATIONAL FOAM SYSTEM. 


WEST CHESTER. PENNA. 








1 Year User 


STRONGLY RECOMMENDS 


“ARO has more than 
proved its merit,” 


says O. J. Andre, manager of Andre's 
Gulf Service, Metairie Ridge, La. 


The ARO Duplex Lubricator shown here has 
been in continual use since 1946, says Mr 
Andre, whose station pumps better than 40,000 
gallons of gas per month. “With such service from 
Aro Equipment, I strongly recommend Aro to any 
one interested in good greasing equipment 

For biggest or smallest requirements 
your Aro Jobber 


The Aro Equipment Corporation, Bryan, Ohio 
Are Equipment of Coneda, itd.. Terento, Ont 
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LUBE EQUIPMENT _ 


. GREASE FITTINGS ... AIR TOOLS... HYDRAULIC 
equrtiant . «+ AIRCRAFT PRODUCTS 





GULF 


OVEMBER 


OIL 


19 


Strictly Hit or Miss! Maybe her engine 
would keep running despite the cold 

and maybe it wouldn't! Even so, those 
early -1900 “air-conditioned buggies’ 
made you mighty conscious that you'd 


been on a cold ride! 


Cold weather or warm—special fuels 
ind lubricants keep today’s automo 
biles running at peak efficiency. Tight 
construction and ingenious heating 
make them as comfortable as a living 
room, too. Quite a tribute to the prog 
ress of the automotive and oil indus- 


tries in the past 50 years 


CORPORATION 
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In their comparatively short histories 
both have risen to rank among Ameri 
ca’s foremost industries 

The Gulf Oil Companies are frankly 


proud of their contributions to each 


\ we 


SF 
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This particular 
Santa—the one 
you see on the 
Christmas Seals— 
is a very healthy forty-five! 
Yes, this is the 45th annual 
Christmas Seal Sale—a holiday 
custom that has made possible one 
of the great social, economic, 
and medical achievements of the present century. 
Your purchase of Christmas Seals has helped save 
5,000,000 lives. Yet, tuberculosis kills more people 
than all other infectious diseases combined. 
So, please answer once again the call that comes but 
once a year—and help make possible the campaign 
against tuberculosis every day of the year. 


Seanes of Os tapes NATIONAL PETROLEUM NEWS 


tance of the above 


message, this space has 
been contributed by 





Be, worto's FIRST ANTI-RUST GASOLINE 
4 


... backed by Sinclair's current fall campaign in nearly 300 


newspapers in large cities, and some 1500 papers in smaller cities 
and towns... plus radio and TV spots and movie theatre advertising. 


ae SINCLAIR-IZE FOR WINTER PROMOTION 


a .-.- colorful Cheer Leader window display attracts 
Anti-Rust Gasoline customers to this profitable fall service. 
Special 50/50 Cooperative Advertising Program is availadle to 
T—— Dealers to promote Sinclair-ize Service locally. 


oy SINCLAIR TBA FRANCHISE 


at ... among the best in the entire industry 
Rounds out the Sinclair Dealer's complete line 
of top quality products. 


Get on the winning Sinclair team. 

A thousand new Dealers have switched 
to Sinclair in just six months’ time 
Phone your nearest Sinclair 


Representative or write Sinclair 
Refining Company, 600 Fifth Avenue, 
New York 20, N. ¥. 
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GUARUIAN'S waw wonszontas s1dsacscent 
"TT" LIGHT 


a= 


SIMPLE TO INSTALL 


Flexibility of installation permits 
\ quick replocement of old 


be ee 


unequalled high efficiency poles end wiring 


FULLY GUARANTEED 
Listed by Underwriters’ Leboratories 


inc., for outdoor use 


aes a oa 
Se, ee i 


temperotures 


HERE NOW-—DELIVERIES NOW! 


Write today for fully illustrated ‘'T’ Light Bulletin and prices 


Guardian Light Company 


301 LAKE STREET + OAK PARK, ILLINOIS 








HILLIPS PETROLEUM COMPANY is proud to 
receive the 1951 Chemu al Engineer- 


y/) ing Achievement Award for having: — 


. contributed most to the advance of 


chemual cnginecring in indust ee 





Seventy of the nation’s leading chenncal engineer- 
ing suthorities indepe ndently voted this honor to 
Phillips for a two-fold achievement First, Phillips 
development of high abrasion carbon black; second, 
Phillips mayor contribution to the success of cold 
svrithetn rubber Pogether these advances make 
possible automobile tires that wear thousands of 


mules longer than the finest tires ever miace before. 


Credit for this success goes to those who make 
chem al dre ims come truc in our laboratories and 
plants. Over 2,000 of our nearly 20,000 emplovees 
are screntuists and cnginecers I rom their diversihied 
efforts come achievements without number across 


the whole broad held of petroleum chenustryv. 


We work vigorously with nitrogen fertilizers, 
atomic energy, sulfur compounds, synthetic fiber 
materials and many organic chemicals. And, of 
course, we are in our third decade as large produc- 

It is a privilege for us to be honored with these 
ers, reliners and marketers of fuels and lubricants. 
groups and with the other mportant chemical 


Previously this aw urd has recognized suc h great COM panic Ss wha h have also earned thus high clis- 


endeavors as the Atomic, Bomb Project and the 


tinction for outstanding chemical « nginecring ac- 
war-time Synthetic Rubber Industry. 


complishments. 


WHAT THIS ACHIEVEMENT MEANS TO YO 


FA PL Sa OS 


For every 9.000 + ir car, the average carbon black and cold rubber, the same th inch of 


from the tread ol tread wear will gwe you 12,000 . 13,000 
t linary carbon black 14,000 miles of 
Now, with tires will ilhlack OF ha 


weat 


even 
natura 


good, sale service. 


gh abrasu " SA Trademark 


PHILLIPS PETROLEUM COMPANY 
Phillips Chemical Company, a subsidiary 
Bartlesville, Oklahoma 
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Have Positive Basic Accounting, 
Gain Security 


THE ROCKWELL WAY 
at Bulk Plants, Pipe Line 
Terminals 


You cao get exact control over measurement 
when your Rotocycle meters are titted with 
Rockwell Remote Registration Units. That's 
because this system transmits all meter read- 
ings to a central control room under the eyes 
of the plant supervisor. It's done safely, swittly 
surely by electrical impulses. Your dispatcher 
has complete control over every loading 
throughout the plant. And you get unalterable 
printed totals to verify each transacuon With 
the Rockwell system you reduce the human 
element of error w a minimum gain greater 
plant security. These units are now available 
both for new metering installations as well as 
for application to existing Rotocycle meters 
Write for bulletin OG-324 


It's done Electrically... with Safety and Surety 


Remote reading is accomplished by electrical 
synchronous type motors, UL approved, with 
the motor felds of both the transmitter and 
receiver directly connected to a common 
volt, 60 cycle A.C. power supply and their 
urmature circuits interconnected. Through a 
wear drive the transmitter ts rotated propor 
uonately to the meter revolution as the product 
being measured. With the freld circuits 
energized the rotations of the transmitter are 
exactly duplicated by the receiver in the con- 


trol roon 


~, 


ROCKWELL MANUFACTURING COMPANY 
PITTSBURGH 8, PA. 


hag mb ustor Kansas City Los Angeles 


York Pittsburgh San Francisco Seottie Tulsa 


Rockwell Remote Registration Units 








NATIONAL 
Ld oe © 48) © 8 8), | 
NEWS 


November 28, 1951 





= 


e. 

s. | s 

aire 

as =.” Bans 

# Wstanparp ' waa: 
iJ . 7 i. 4 


© a SEE TIE a : o* 


— i Aamme | 


MAJORS INTEND to continue full-service policy at multi-pumps despite their extensive use as serve-yourself operations since 1947 


However, emphasis is on speed. Note Standard’s “fast complete service’ banner on its 15-pumper near Carnation building, Wilshire 


Bivd., Los Angeles 


Most Multi-Pumps Give Part or Full Service 


Price Differentials Have An Effect on Station Gallonage 
As Private Brand Operators Compete with Major Companies 





By FRANK BREESE 
Pacific Coast Editor 


ilti-pump service stations offer full service to 





How about service at multi-pumy 
vendents vary from partial service to full. Regard stations? 
vice is the watchword as the multi-pump i For the present, majors intend t 


ne of business quickly adhere to their full-service policy i 
the West while Independents dole 

out in varying degrees Although 
pure self-serve has made conces 


Independent marketing men. Critical point is be sions, there are still thousands of 


and their effect on volume have been studied by 


ustomers who pt ‘ir own gaso 
to be from 2 to 2.5c. If it is more than that, the = _ no pump th oe 


line 
has an advantage 


The most conspicuous feature of 
multi-pumps is fast service, whether 

This second article on multi-pump operation goes into the details of it is full, partial or self-service, and 
both service and price whether it is real or not. The original 
multi-pumps were laid out to handle 
brisk turnover, and that is a charac- 
teristic today Watching cars flow 
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MULTI-PUMP OPERATION 
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ea 


ee 
ig esa 
RE Sat as a 
industrial East Los Ange 


at? 
multi-pump at Soto and Fruitland Ave. i 
located. Fifth island includes Diesel fuel pump for truck 
April (Union's 


ly and 


left) started in 


mion Oil 
sump blocks 
(second from 
inn 


potent 


battery 


is that of this 
oft is 
Dealer 
al is 


—e 
the 


NOTHER TYP! 
Hea ak oto where 
rm kx ated 


Fruitland 
gals figures 


traff 1 
f on 
reported $5,000 recent 


Station like this 


Note that deep 


i 
to streets 


ca 


dual island arrangement covers two approaches 
> trading area 


levelopment (Los Angeles) 
determine geographial distribution of Multi-pum 
i pt 1 distribut { It 
two-island pumps are set parallel 


Lakewood 
to 
Usual! 


Marketers 


are trving 
vertical two pump island positioning 


vers may rear bur ilnerable traff 

to wait. t n wr where he block the sidewalk yr 

good because it ar the other hand, he doesn't seem to ob 
At that point t to waiting a few moments for 
have snap f he has been able to drive 
PETROLEUM NEWS 


must 
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RAPID SPREAD of self-serves reduced individual unit gallonage One of the early serve-voursell stations of Frank Urich, self 
this installation originally had seven three-pump islands Mr. Urich removed three islands from this station, 6108 
Aclantx Blwd., Long Beach, Calif. (foreground and rear) and has set four islands as a practical maximum You can pump 70,000 


to 80,000 gal. of gasoline a month with four islands and be empty half the time he declared 


low's gan 
lisadvantage 
Uric 
The 


How necessary is 
can get into a red-h 
that question. The t 
that motorists have el mnditioned i. . 
6) pe Swiss Ses Cae & +i WITH PURCHASE 
, ) Ss vole v7 lente <« ral ‘ " lor - 
ha ~ Br — per " ' i 5 pow SAs € = 


exaggerated belief 


najor marketir 
If the differs 


too great people 


ium to get complete 

Harold R. McF* 
the merchandising 
Standard Stations 
statemen o NPN 


ttead ¢ 
edad to 


firm belief in the idea that the n 
ist needs it becs ‘ le average 
orist is not famil vith the needs 
f his car We v ust : 
more than an oblige 





SKATES enable girl change-makers to cover a large station quickly and easily. Nancy 
Garth (left) and Melody Easton are shown ready to collect for gasoline from a custo 
mer who is filling his own tank at the A & N Serve-Yourself Station, 7841 S. Alameda 
Angeles. Most dealers have discarded skates because of mounting insurance 


and water and t ( 

We owe additional s¢« 

ooking for broken fan belts, check St., Los 
! f. rates resulting from spills and doctor bills 


n tires and anything that w a 
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point, the 
sadvantage 
chief of one 
If our stati 
in 2c of the self-serv ] 
business away from them. If the 
ferential ia less than that. we'll 


them t 


attendants befor contempla point 1 h broader asp« 
I 


Basically, howeve f 1ajor-Independent _ rivalry al 
capable of being price warfare Independent mult 
pumps were hurt by the recent 20 
month price war in California 
majors, in turn Spent seve 
Price Differentials Hold Key n rebates so their dealers 
sear Ge thn aiiteied 1 Oa pete. Whil the « utlets 
rs and Independents is the differ pie nt 


wif-serves We 
h iifferential ‘he majors have no reason for kill 
le of mass mer ng out their Independent multi-pumy; 
ume and min competitors because most of them are 
wer: customers, at least indirectly An 
Independent marketer estimated th 
80 to 90° of gasoline sold at private 


brand multi n riginates at 


han that 





SEVENASLAND multi-pump (in Gardena, Greater Los Angeles) does a booming business Friday and Saturday when people flock 
t nearby poker parlors. Gardena is one of the few communities with legalized poker. Rosecrans-Vermont Ave., corner is one of 


principal Los Angeles intersections 
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a 
PITCH TO DOWNTOWN shopper is made at this General Petroleum multi-pump at 9th and Olive Sts, Los Angeles, offering 
free parking with car wash or lubrication. Other features: location near base of office building gives it more bulk; dual island 


arrangement is convenient for two directions of approach 


proprietor in Oakland, Calif told serves aren't doing the ne idd told NPN. He said 3efore the war 
NPN he hoisted his prices from a cut gallonage it Wag estimated that Independents 
rate level because he had been ad The answer is there are more of had a fixed amount of 25% of the 
vised his supplies would be trimmed them to divvy up that business. By business. Today, the part-serves and 
When stocks are loose. the Independ- the end of 1949, self-serves were com- private brand conventionals should 
ents command a stronger position peting among themselves. Now there be classed together as Independents 
Price is paced by Independents is the added competition of scores of They have no more than 25% of the 
rather than majors, according to the major multi-pumps. business now, usually that ratio ex 
marketing chief of one major. He AS a group, multi-pumps are get- cept during a price war. There is 
thinks the term “low t operator ting more gallonage than four years no fundamental change there except 
should be used instead of “cut ago, marketers believe, though there in the physical makeup of the In 
because many of them effect ¥ are no authentic figures to prove the dependents 
omies that enable them to dz 1p point. Increased business comes from 
a greater public demand as well as 
Today the motorist can buy multi- the gallonage of conventionals that 
pump gasoline ag cheap! as three have failed 
years ago at a Los Angeles self-serve 
The differentia] between private-brand 
and major outlets is about the same 


As long as that group renders 4 
service, they will take a chunk of 
the business 


Independents’ Volume 25 % (Next installment in the series on 
T T - srati will deal with 

as then. The motori an get serv- The Independents are expected to multi-pump operation ke 
too, something f-serves didn’t get about 25° of the retail gasoline geographical location of the station's 
offer three years ag ret the part business, a top marketing executive customers. ) 


ORDER BLANK 
This article is one of a series telling about 


the growth and development of multi-pump Nationa! Petroleum News 


1213 West Third Street 
service stations during the past 12 months Gentends th. Gite 


Methods of getting business, effect of price Please reserve copies of the Multipump Service Station 
differentials on volume and other factors booklet for me. | understand | will be billed at the following rotes 
are discussed. At the conclusion of the series $1.50 ec. single copies 1.30 eo. 26— 50 copies 
(sometime in December, 1951), the orticl ee foe ee 
sometime i ece r, ), the articles Lice. 6-48 aoe 6.80 on, 9-00 etn 
will be reprinted in book form by National 1.00 eo. 101 


over copies 
Petroleum News 


Bill me as follows 
Tentative publishing date for the book is NAME 
January 15, 1952 COMPANY 


Order Your Copy Today! ADDRESS 
aid ZONE STATE 


NOVEMBER 25. 1 
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Controlled Materials Applications 
Due in DPA Office by December 15 


Hi 


Ellis Threatens Action 
On Tank Car Hike Plea 


WASHINGTON. Ot 


Whitman-UOP Suit Delayed 
WILMINGTON D> H 4 
f A Ss. Dd t tic 


Personne! changes a: 
H »R I tel 


Lead for TEL, Batteries Not Reduced 


WASHINGTON Nat 


Aluminum 
Maniyv +t 
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New England Heating Oil Price Orders 
Due Soon: Boston Area Granted Boost 


WASHINGTON 
erosine and heat 
e the remainder o! : ni . SS po Capehart Order—A sp: 
i OPS spol nen pointe it t ng the petroleum industry 
nparable 
Saine genera 


Sallie arkKets 


sha ialify und 
Tulsa Probe—En! 


OPS h i et ! r re } nto ret 


Fast Coast Compliance OPS 


termined not t lake 


against 





Range Ol Nos. 2 

I j. ands 
Type of sale Puet in Drintiliate 
kK rsine Peet on 


* cents per gal 


Nos. 2 
and 4 
Type of sale Puet on Distillate 
Kerosine Feel on 
cents per cal 


Other OPS devel 
week included 

Natural Gas 
give-and-take mee 
said it found a majority fi natur 
al gas industry committee favored 
an effort to establish a natural gas attached under the wings of P-51 fighters. Photographer Horace Bristol was com 


OIL IS AMMUNITION—Ground crew of South Koreans at an advance air base in 


Korea pour gasoline and napalm into light metal tanks w be used as bombs. Tanks are 


pricing structure involving both “area missioned by API to take this and other oil-in-Korea pictures 
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Loring Cramer May Take 
OPS Oil Price Chief Job 
WASHI TO) Lorin I 








a ng 
er wher 
prices n 
several dealers 
d authorizatior 
le normal 
er branded 


swaary OPS san 


Local Advisory Groups—P 
' t 


apparently A r? 


gulat 
ng or And 
@ tentative fash 
limited author 
tegulation 


the wholesale lev« 


Pacific Northwest Squeeze 
pendent oi] distributors in the 


Northwest have told OPS that 
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Program on Evaporation Loss 

Being Set for '52 API Meeting 
NEW YORK Sut 

by H. « 


Tidelands Oil Scrip Claims 
Are Rejected by Chapman 


Inter Secretary Chapman 
applice 


rmer 


ssuc 
Subcom: - 
and early 

} to uno¢ 

ANALYSIS . . 

public lands 1 exchange fe 

m losses which his 1 from 
Sub 


Mr. Co u had pai 
than § million for serip inv 
about 4,000 ‘ s of land 


from cone root 
Hoff n Subcommitte Svapora 
ion from conservation t e tank shores of Té Auisiana an i 
The papers are to be reviewed and fornia 
n @ meeting next June of the 
Evaporation Loss Symposium 
nmittee, headed by J. H. McClin 
Esso Standard 


Earlier the iterior Department 
bared a cent telegram from Ser 
Connally (D., Tex.) threatening 

peachment proceedings” against any 
At next November's API meeting executive officials who undertake t 
presentation of control leasing operations of th 
paper and a me-hour open ‘tidelands” without specific congres 
will conclude the session. The sional authority Secretary Chapmar 
ntended to be held to three replied that no decision has vet 


ission will follow 


be yen to all segments been made on the question, althoug! 
ll be es are being studied 


dustry although it w 





Defense Orders for the Oil Industry 


lInsued November @0@ through 6, inclusive 


What Orders Do 


Office of Price Stabilization 


PETROLEUM FPRODUTCTS IN GREATER 
BosToN AREA . 


National Production Authority 
CMP BASIC RULES ¢ ‘ 
t MP Reg ‘ 


List of Orders 


' at ‘ « 


tions + CMP-4B 
IMPORTED STEEL 


‘ Bost area tsk of 
NP A—National Preduction Authority . : 
MP f 1! 1 Amdt bta 


ers of Class B yf 
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API Rail Cost Group 
To Discuss Query of 
AAR on Tank Cars 


WASHINGTON ~— Fayett« 
hairman of API's Central 
Railroad Transportation 
Ih 6 meeting in Nev 
e Associat 


ads’ reques 


ice chairman, in a 
noted that question 
the p 
of exper 
assignable to 
and the portions of these 
are assignable to the tanks 
same 
Some 29 similar questionnaires 
tank car cost were also filed by the 
Manufacturing Chemists’ Assn., In 
as part of the san allowance 
crease request 
Mr. Knott asked that omplete 
tails” on the itemization 
tank car costs be forwarded to ex 
pedite the study of an AAR M 
and Per Diem ; 


Dow pointed 


separate 


Studi« 


Connecticut Petroleum 
Group Pushes Membership 


HARTFORD, CONN.--Connecticu 
Petroleum Assn. has 
first anniversary membership drive 
among 300 of the Nutmeg state's 
aistributors and ybbers and larger 
fuel dealers Eventually 
jlealers also may be 
oin 

Another undertaking for 1952 


under way 4a 


gasoline 
approached to 


will be a campaign for return of the 


1% state gasoline tax refund pre- 


NOVEMBER 25. 19% 


viously allowed gasoline distributors 
to compensate in part for the ex 
pense of collecting the state tax 

In its current membership appeal 
the association is pointing out that 
gasoline price wars again plague 
us as We enter our second year: mar 
government regula 
supply and natural gas 
ompetition bring us new problems 
daily 


keting practices 
short 


, 
ions 


4 general meeting of all members 
prospective members is planned 
held in January or February 
will be preceded by meetings 
district groups in key 
Hartford, New Haven 
New London 
The association now is comprised 
of a relatively small number dis 
tributors and jobbers who “felt the 
need for closer co-operation to solve 
problems within the industry and 
to bring about better marketing poli 
ies and service to the publi 
Heading it are the following ten 
porary officers 
William J 
Coal Co In 


Mahoney 
Hartford 
McIntyre 
Hartford, secretary 
Newgate Oil Co 


American 
president 
Laurel Oil Co 
Robert D. Lynch 
Hartford, treasurer 
New 


james L 


Edwardson 
executive 


Larry Britain 


secretary 


U.S. Not Studying 


Atomic House Heating 


WASHINGTON..-There is no indi 
cation that U. S. is making any ef 
fort to harnass atomic energy for 
house heating purposes as the British 
are reported to be doing 

Sources here pointed out that Bri 
tain's critical coal shortage has forced 
that nation to seek 
methoris 

An Atomik Energy Commission 
indicated that 
such an atomi 


other heating 


whereas no such fuel scar 
spokesman although 
energy use may be 
possible because of tremendous heat 
end energy in nuclear reactors, this 
nation is concentrating its research 
on other projects including submarine 
end aircraft propulsion 

tecent news reports from London 
announced the British had developed 
the world’s first 


heating using atomic 


house 
energy instead 
of searce coal, and that a test was 


system of 


being made to heat an 80-room build 
ing at the British Atomic 
Statian 


tesearch 


The announcement said danger of 
radio activity was eliminated by 
coils of water pipes by 
beat thrown off by atomic pile with 
only the hot water being circulated 


warming 


through the heating system 





motional fantore which introduced 
Heavy Duty oils to the Americon public 
has, in many instonces, led to the mis 
conception that HD oils cure all motor 
is. Chief among these misunderstand 
ings ore (1) Hd's highly detergent od 
ditives ond its increased ability to reta n 
greoter quantities of contamination in 
suspension reduce the importor 

value of oil filters (2) that the 

high detergent weor saving juuli 
automaticolly lengthen the period 


tween oil changes 


Notional Petroleum News recent 
orticle HD Lubricants Do Not Decrease 
Importance of Filters is a fronk and 
easy-to-understand discussion of both 
these factors it wos written to ossist 
service station attendants in adjusting 
themselves to the new soles and service 
approoch necessory to overcome buyer 
resistonce to filter replacement ond oil 
change on the grounds that HD oil is 


the finel word on motor core 


Send all reprint orders to 





All Your Service Station Dealers 
Should Have Copies of This Article 


The tremendous advertising and pro 


Reprint Department, National Petroleum News 
1213 West Third Street, Cleveland 13, Ohio 





Reprints of this J-poge orticle 
ore ovoilable at the following 
rates 

100 or less 
101 te 200 
201 te 1000 

1001 or more 


$0.10 each 
08 each 
06 each 
05 each 











Ohio purchosers please add 3% sales tax 
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Oil Unions Seek 25-30c Wage Boosts; f 


tained t 
. ° and Hour offi 
SSB Rules on Profit-Sharing Plans Commission Earnings WSE 


al panel has submitted 15 recor 





mendations on handling commiss 
earnings method of compensatior 
including ane setting a limit of 10 
s terms is exer for any general increase on bas f 
mly while he is an commission earnings and fixed salary 
wporation granting combined 
a parent or sub Accountants Salary Stabilizatior 
on of such po joard says « ‘ongress has power 
three mor ‘ to exempt accountants from the sta 
to be « nploy bilization program In ruling 
salaried accountants must remain 
SSB jurisdiction and may be 
increases in salaries 
such 
least 


Pennsylvania ‘Gas’ Price 
Sign Law Faces Court Test 


HARRISBURG, Pa 


Profit Sharing 
I ard 


st 


W. C. Pew Again Sun Director 
~ PHILADE! 


as ele 


PHIA W 
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pace us ft f failure an t tr Energy in the United States in 
Degree Days Increase of intenance 4 1929. 1939. and 1947 may be ob 
, wer ained by writin © the Publications 
1 io we auined by writing t ’ 
As Temperatures D P Distribution Section, Bureau of Mines 
CLEVELAND With the exception B. of M. Offers Fuel Report 4800 Forbes St.. Pittsburgh 13, Pa 
of East Coast area, weather was ’ ae . " a The publication should be identified 
colder (more degree days*) than nor PITTSBURGH -A statis oS mua) by name and number 
. ’ , f production, consumption and uses 
mal** during Sept. 1-Nov. 24 heating 


f fuels and electric energy in U. 8 
eason. Midwest area continued cold 





° t 176 i in three representative years of last Ph 
a Sees See Staren Gauge ane three decades has been Completed by oto 
than normal and 249 more than same ve 

Bureau of Mines 
A free copy of Report of Invest 
Degree Day Summary gations 4805, “The Production, Con 
Week Nov. 18-Nov. 24 sumption, and Use of Fuels and Ele 
Past ( onat 1961 I9se Nermal 
Bost 


Sgeeeeeees FOR GREATER SAFETY 


where it counts... 


Credits 
ry I 
period last year 








install 


Vest ( east Recky Mt 


Season Sept. 1-Nov. 24 


Past ( east 19st 1950 Normal 


Midwest 


ELECTRONIC 
GROUND INDICATORS 


southeast 


West Coast-——Recky Mt 


ABSOLUTE INDICATION OF PROPER GROUND 
AGAINST STATIC ELECTRICITY 


it’s SAFE ‘ nates the hidden but ever prese« 


at loading rack fau is which lead to f 
T'S SIMPLE (5 
go a 


IT'S POSITIVE 
Gas Turbine Tanker in Use paint, rust 


NEW YORK W 
vonton tanker Auris has been put AVEC) ae fo) Eee OR eee ated] Stee 


Electronic Ground Indicator...Write for full details today. 


GILBERT & BARKER MANUFACTURING CO. 
West Springfield, Massachusetts @ Toronto, Canada 
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Oil Men Join In Scrap Metal Drive 


bility 
id Far East 


Iran's example 


backgro 


and that 


Merge All Foreign Ol 


es a ill-pe 
New York Times 


mild ¢« 


nee ce 


In a “Tidelands” 
Brit arbitratior 


| 
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{ 
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Deaths 


Frank A Billstone, 


asu ana r r 


Mac Millan, 
f Cont nen 
In Washington last week Inder \ a heart 
State Webb 


“ : 5 ating 
Egyptian and Iranian 
et Ww rea ar Ag 
a 
Chamber of Commerce, 
Natural Resources De 
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Oil Price Controls Need Thorough Study 


Now that Eric Johnston has resigned as the econom 
stabilization director with the flat statement that direct 
wage and price controls should be dropped “at the earl- 
iest possible time would it not be to the best interest 
of all concerned——the oil industry and its customers the 
consuming public f the industry either through the 
National Petroleum Council or the API made a study 
and then an early report on whether there is a real need 
for any controls over oil prices? 

At the same time, be it noted, that Oil Price Director 
Judd over at OPS also has resigned to take a better job 
with an oi] company gut if his present job was all 
velvet and roses would he be leaving it? Maybe there 
is no connection but it would seem that an investigation 
should be made 

Mr. Johnston took his present job, if memory is correct 
with clear statements that he could make it work. Evi 
dently he can't make it work, and evidently he believes 
that no one else can make it work 

There was no study made by the industry, government 
nor, so far as the record shows, by anyone else of whether 
there was a need or sound reason for establishing control 
of oil prices at the start of this Korean war. And the 
same was true at the start of the last war. In each case 
out of the clear blue presumably from way up in New 
Deal-Fair Deal planning circles, some one decided to 
clamp control on oil prices, and the first the industry 
knew in both cases was when the order for that control 
was issued 

In neither case, so far as the record shows, was the 
industry or anyone connected with the industry con- 
sulted. In the present war this is al] the more note- 
worthy because the administration had just set up the 
PAD in the Interior Department to be the only and au- 
thoritative machinery between the government and the 
oil industry. Nor in either war was any oil group or oil 
man consulted as to who should be on these government 
oil price bodies 

Price control in the present war has not been so bad 
as in the last war when it was a terrible mess, unfair 
and so often illega a great illustration of ignorant 
bureaucracy running wild About all the price control 
n the first war ‘ din doing was to so restrict 
the production id refinir and handling of oil as to 
make it most military and oi] men to 
supply our war need The net result was that by the 
end of the war we were g ng close to the ragged edge 
of supply for the necessary needs of the 
public 

Now that Johnston, who undoubtedly did about as well 
as any man could ir 3] e fixing job and who is a 

‘ rated high in ability, tosses in the sponge, it would 

1 auspicious time for the industry to take a good 
serious look at the two wartime major oil price control 
jobs and see just what, if anything was accomplished for 
the good of the country, the people and even for the oil 
industry. The industry and the government have a lot 
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f accurate figures as to the oil industry, both as to 
rude and product supply and demand and as to prices 
rhere are many men still in the harness who were through 
price control in the last war, so that a fairly accurat« 
and intelligent conclusion could be reached of the value 
f any——of oil price’ contro}, in a short time, perhaps in 
a couple of weeks or so 

The | industry, as well as all industries, should be 
making a continuing study so as to be able to advise in- 
jlustry and Congress from time to time how this price 
control machinery is working 

An observer today may be well justified in concluding 
that present price control has really not “controlled 
prices but only the old law of supply and demand has 
Government price orders have narrowed some margins 
which, in some areas, may have held prices down a frac 
tion of a cent or so. On the other hand, however, the 
record seems to show that there have been many volun 
tary reductions under the government's specified price 
level, and many price wars, all of which would seem to 
indicate that the vast machinery of fussing with prices 
at Washington with more to come--is unnecessary 

The situation seems to demand for the good of all an 
immediate and thorough study of government control of 
oil prices. With the chief price controller tossing in the 
sponge now would seem to be the best time to do it 


Decency Wins as Iran Fails to Get Loan 


In these days when some people abroad and even in 
this country are playing the United States as a sucker 
it is highly gratifying that Iran's Prime Minister Mossa 
degh has returned to his country empty handed, at least 
so far as loans from this country are concerned. This 
can well be considered notice that we are over 12 years 
old and cannot be pushed around too easily, although 
the Commies still seem to think so 

Mossadegh has been saying a lot of things that simply 
are not true, and he has carefully refrained from saying 
the important thing that is true, that he and his coun 
try agreed in writing on a procedure that would take 
are of the present dispute with the Anglo-Iranian Oil Co 
But Iran just simply will not abide by its written word 
and is kicking up a lot of dust to try and hide that fact 

that is the way Iran is going to “keep its word 
s grave doubt if it ever would pay back any loan 
om the U. 8S. or anyone elee. Everything in the record 

Iran's present argument with the Anglo-Iranian Oil 

s only evidence that Iran's word is not good, and 
that it is utterly without honor about its obligations 

Iran talks about getting its natural resources “bac) 

ever given them up in any way, and no one out 

of Iranian government people has ever said so. All 
Iran has done is to mn a solemn contract for the Anglo 
Iranian Oil Co. to develop the oil resources with its own 


money and without a cent from Iran and pay a percent 
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Marketers Response to API Stock Loss Se ee hs 


design 
Control Aids Falls Below Expectations 
By Raymond E. Bjorkback, Eastern Editor 
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Pipe Line Expansion Gives Midwest 


Comfortable Transportation Cushion 


By Leonard Castle, Midwest Editor 
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Butler Truck Tank quality) 


Ea ae tad i 


u Every day and through the years — 


a Butler Truck Tank is your best buy 


You want facts when you're buying a truck tank. And 
the facts are that Butler Truck Tanks pay off in dollars and 
cents —with bigger payloads, less down-time and mainte- 
nance. Any way you add it_up—a Butle~ Truck Tank is 
your best buy. 


Prove this to yourself. Make a quick inspection of a 
Butler unit. Check each part, each detail of construction. 
You'll see that all vital parts are reinforced to stand up 
longer. You'll see features that assure faster, more efficient 
operation. Yet, none of these features sacrifices payload. 


If it’s not convenient for you to check a Butler Truck 
Tank personally, send for the free new guide offered on the 
next page. It gives you all the facts. 


Butler Model 148 Truck Tank 
Available in 800, 850 and 1,000 gallon capacities. 
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O Tanks Bult for Trouble-Free Service 


Butler Tanks have die-formed, deep-dished heads @ for greater 
strength. Double bulkheads ® stop unseen leakage between 
compartments and dangerous mixing and contamination of 
loads. Flanges © on double bulkheads face in opposite direc- 
tions so that welds can be checked. Threaded vent opening 
@® between double bulkheads is raised to prevent plugging of 
bottom drain by dirt and leaves, is threaded for easy fitting 
when testing. 


Butler Long Life Features shown above—or their design equivalents 
that follow local usage needs—are just a few of many quality features 
built into every Butler Truck Tank. Mail coupon below for a free 
illustrated check list of all of these features. 


BUTLER MANUFACTURING COMPANY 


Kansas City, Mo. Galesburg, Ill. Richmond, Calif. Birmingham, Ala. Minneapolis, Minn. 


? MAIL COUPON TODAY 
Get this F R E — For prompt reply, address Dept. PN411 at office neorest you: 


: BUTLER MANUFACTURING COMPANY 
New Guide 7454 E. 13th St. Kensas City JE, Mo 
954 Sixth Ave. SE. Minneapolis 14, Minn 
Helps you moke sure you're Richmond, Calif 
getting greater vuwe, better 
lity when you buy o truck 
—- roe “tn by mt whee I understand that this does not obligate me in any way 


Please send me_____ copies of your new Truck Tank Guide 


construction features to look 

for when you buy. Handy, Neme 
pocket-size, completely itius- 

troted. Write for it today. firm 
There's no obligation to you 
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a PACIBIC COAST 


Dealers Need More Profit, Better Leases 
West Coast Service Station Official Says 


By Frank Breese, Pacific Coast Editor 
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DTA Report Shows Rails Fail to Keep Pace with Oil 


Table 1—Schedule of Petroleum Movements in Short Tons 
(lass | Line—Haul Railways, U. &.—<)riginating Toenage 


0060 Omitted 


igat 1945 


Table 2—U. S. Tank Cars in Petroleum Service 
Privately Owned 


dan. 1, 1951 
Neon offed (by (ral. Cap.’ 4 otted (by Gal. (ap 


6 DOO x H00 16.000 : 6 O08 ”.000 16,000 





Table 3—Average Tank Car Turn Around Time 
Days Employed for Round Trip 


Month eat 19a ieee tose 


Table 4—Tank Car Construction Program 1951 


Type of Car and Commodity No. of Care 
Assignment to Be Built duly Aug sept (et Nov 





LP-Gas Tank Cars 
No Breakdown by Gallon Capacity Table 5—Seasonal Requirements 
Jan.-beb April-May July Aug tiet.-Nevw 
Vreduct March June sept Dee 
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; ™ 
f ’ 


(,asoline 
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Summary of Daily Gasoline Prices (Nov. 
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Ble forge Hoey en CHICAGO DISTRICT 
eS oe ane eee Gasoline Prices Down 0.125c 


lange 
Amid onflicting reports on gasoline, both premit 

and regular-grade were quoted lower in Chicago Dis 
trict last week. Refiners and Independent river terminal 
yperators said demand for light fuels continued strong 
and a few suppliers reported retail deliveries still were 48 
hours behind schedule Heavy fuels moved out j 
against commitments, suppliers said 

} ‘ Quotations for premium-grade gasoline range 
n mpt is 13.5 to 13.625¢ and for regular-grade from 12.5 to 
lows and the FOB Chicago District, bo jown 0.125¢ on rar 

ind and highs 











CENTRAL MICHIGAN 
Strong Distillate Demand Continues 


ATLANTIC COAST 
Fuel Oil Shipments Up with Cold Snap 


MIDWESTERN (Chicago-E. St. Louis Area) 
‘Low’ No. 6 Offerings Still in Market 


tradir 
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and $1.60, Gr ) we i i by marketers. Other 
marketers offer No. 6 fi ! diate shipment at $1.45 
tefiners’ quotations ranged from $1.65 to $1.75 for No. 6 
Cycled gasoline was “tight according to open market 
traders, while refined regular reportedly was “easy to 
find One marketer lowered his price for refined regu- 
lar and offered either cycled or refined regular at 9.6 
Group 3. Quotations reported by refiners for 80 oct 
fined regular ranged from 10.375 to 10.875c, Group 


WESTERN PENNA. 
Lube Oil Offerings Continue Light 


Spot lubricating oils remained scarce in Western Penna 
luring Thanksgiving week, with refiners reporting that 
only occasionally were they able to offer uncommitted 
material Demand for most light products continued 
seasonal, with supplies adequate at most plants Do 
mestic demand was fair for scale Wax, active for pe 
trolatum, while export calls for both products con 
tinued slow Quotations were unchanged 

Refiners’ heavy lube branded motor oi] manu 
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grades indicated Sales total 
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MID-CONTINENT 
Fuel Oils Stronger on Open Market 


Mid-Continent re 
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hange was 

reporte asoli! ‘ lubr ig oil No sales 
were : nd | es gt unchanged 


Burning oil red in o lemand against con- 
tracts, according Several open market 
buyers also were Kin istillates and prices appeared 
firm. Resellers said they could buy No. 1 at 8.625c, FOB 
Group 3 basis, while to the trade in general, most refiners 
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quoted prices ranging upward from 8.75c, Group 3 basis 
The heavy fuel market still had room for improvement 
refiners said, but was steadily picking up. There was 
one inquiry the past week for 15,000 bbls. of No. 6 for 
shipment in December that one Oklahoma refiner had had 
to turn down because of good regular-customer demand 
Several smaller inquiries also were in market Inven 
tories at most Mid-Continent refineries remained amplk 
trade sources said, although litth material 
was offered Resellers said they could buy No. 6 at 
$1.40 oup 3 basis, while most refiners quoted prices 
$1.65, FOB Group 3, to the trad 
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Oil Price Index Remains Unchanged 


WASHINGTON. Bureau of Labor Statistics’ wholesale 
lex for week ended Nov. 19 showed r hange 
straight week. Index, based on Platt’s Ougram 

ne week 


1947 





Crude Oil Prices 
» changes were reported in crude oil prices 
juring week ended Nov. 24. For complete crud: 


price schedules see p. 46-47 
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Grm prices but 
trade ip £ 
only 


t imum ratings 
M. For further details of price condit 
of any OILGRAM Price 


complete price service delivered daily 
New York, ¢ 
1213 


for resale or 
some sellers 


private use only and not 
period of short supply 
quotations 

OILGRAM 

peral and wt 

such prices 

Method 
Motor Method rat 
se apply toany NPN 


give 
and 


ngs are indicated by letter 
OILGRAS 


Service invoice 


from nearest 
levelan 4 Houst 

West 3rd st ‘ 
$1™) per year, payable 


OILGRAM 
eos Pls . 


eveiand | 


im acy 


Bright Stocks 
at 210° 


5 * 


(Cylinder Stocks 


er. Siterd'! 


MIDCONTINENT LUBES 


1B Tulsa 


rails, vis. at 


basis Br 
190° 


ght Stocks 
010 pp 


Neutral Oil» 


4 oaventional 
Pale Oils Co 


« “> vie 
86-110 vis 
150 ¥ 
180 v 


oO ¥ 


280 v 


‘ 
s 
250 vis 
4 
- 


Bright Stock—< onventional 


Bright Stock—Solvent 


Neutral Olle—Seolvent 


Cylinder Stocks 


Buon r e greer 


| LUBRICATING OILS 


for 
Tank Car 
Buyers 


UNIFORM 
HIGH QUALITY 


DEEP ROCK Oil CORPORATION 


Ld Bor Aros 


Tulse 2. Oblohe 


fe Budding 
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SOUTH TEXAS LUBES 
(Vis. at 100° F FOB & Tex 


refineries for 
domestic and/or export shipment 


12-12.514) 


NATURAL GASOLINE 


(Group 3 & Breckenridge prices are to biend 
ers on freight basie shown below Shipments 
may originate tn any Mid-Continent manufac- 
turing district.) 


FOB GROUP 3 


Grade 26-70 


FOS BRECKENRIDGE 


Grade 26-70 >( Quotations) 


PRICES IN EFFECT NOV. 26 


Refinery & Terminal Prices (Continued) 


KEROSINE, GAS & FUEL OILS 


OKLAHOMA 

4143 ww 

12-44 wow 
ou 
howe DI. D 


fue 


(Group 3) 


fuet 
fuel 
MIDWESTERN (Group 3 basis) 
41-43 ww 
ee 
Range ol! 
58 & above DI 
N 1 fue 


Diese! 


(For shpt. te Tex. & 
- 


56 & above DI 
0. 2 fuel 
o. 6 fuel 2) 


Ww. TEX, 
41-43 ww 
ee 
58 & above DI 
No. 1 fuel 
No. 2 fuel 
No. 6 fuel 


Diese! 
N 
N 


(For shpt. te Tex. & 


Diese! 


Fr. TEX. 
4143 ww 
244 ww 
58 & above DI 
No. 1 fuel 

No. 2 fuel 

No. 6 fuel s 


(Truck trnept.) 


Diesel 


751.8512) 





Marketer of Petroleum Products 


NEW ENGLAND PETROLEUM CORPORAT 


New York 


Boston 








=< 


AN ASSURED 
SUPPLY of 


100% PURE PENNSYLVANIA OIL 


UNITED has an assured supy 


’ 
owns anda operates its 


Bradford field t 
UNITED is a 


» its two m 


lependable s« 


jyathering system 


ot Pennsylvania Grade Crude 


and pipe line from the 


odern refineries in Warren. That's why 


urce of supply for those jobbers and 


marketers who demand the very finest in 1OO% Pure Pennsylvania 


UNITED will « 


Lubricants 


ontinue to protect qualified jobbers and 


marketers with the same cooperation and understanding that have 


jistinguished its customer relati 


ns for nearly 50 years 


100% PURE PENNSYLVANIA OL 


MEMBER PG A. PERMIT IN 


1 ee ee 


4 


REFINING ' COMPANY 


NOVEMBER 


UNITED REFINING COMPANY, WARREN, PENNSYLVANIA °C 


SS ee ee ee ee ee ee ee 


1. 


CENT. W. TEX 
4143 wow 
M6 & above D1. Die 


KANSAS 
au wwe 
52 & below Di i 
58 & above Diesel 
No 
N 


No 
No. { 
No. 6 fuel 


ARK. (Fer shipment te Ark 
244 + 
Tractor fuel 
Diesel fuel 52 
Diesel fuel 56 
No. 2 fuel 
No. 3 fuel 
No. 4 fuel 
No. 5 fuel 
No. 6 fuel 


@ below 
& above 


WESTERN FENNA. 
Bradford-Warren: 
Kerosine 
No. 1 fuel 
No. 2 fuel 
No. 3 fuel 
36-40 gravity fuel 
on Oy: 
Kerosine 

1 fue 
No. 2 fuel 
No. 3 fuel 
36-40 gravity 


36-40 gravity fuel 


CENTRAL MICHIGAN 
(FOB Central Michigan 


ne 
distillate 
2 fue 
fue 
3.1. gas oll 
5 fuel 
6 fuel 


OHIO-—-Quotations of 80 
Ohio points 

Kerosine 

No. 1 fuel 

No. 2 fuel 

Diesel (Light & Med.) 


CALIFORNIA 

San Joaquin Valley 
0-43 ww 
Heavy fuel 
Light fuel 
Diesel fuel 
Btove dist 


(PB 400) 
(PS 300) 
(PS 200) 
(PS 100) 


Los Angeles 

10-43 ww 

Heavy fuel (PS 400) 
Léght fuel (PB 300) 
Diesel fuel (PB 200) 
Stove dist. (PB 100) 


San Francisco: 

4-43 ww 

Heavy fuel (PS 400) 
Light fuel (PB 300) 
Diesel fuel (PB 200) 
Stove dist. (PB 100) 


(Treck trespt.) 


(Fer Kansas destinations only) 


105 

6.625 
9.875 
10.25 
9.875 


rr 


3252.40 
75-2. 00:2) 


“~~ 


eee erececece 


11i4) 


10.75 
10.25 
10 


11.75 
11.625 
11.375 


1 


refineries ) 


Onto for delivery t 


11.9 
11.7 
107 
117 
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Refinery & Terminal Prices (Continued) 
PRICES IN EFFECT NOV. 26 


CHICAGO DISTRICT PRICES ATLANTIC & GULF COASTS 


‘ 
s termir and of tanker terminal operators 
erage 


of Oct. K 9 Oct. K 85 Oct. K 83 Oct. K 
Mater (imsotine District Prem. Gasoline Prem. Gascline Reg. Gasoline Reg. Gasotine 
a . 6 


i3.4 


WAX 


WESTERN FRNNA 
White scale 


SP AROAKE 


( rude Scale Domest te x. ¥ Diesel On Light Diese 
(as House Ne. 6 Fuel No. 5 Fuel Shere Plants Ships’ Kunkers 
Gas OFF (®- 10 p.t.) (15-60 p.t.) (50 cet., 56 2.1.) (45 cet., 4541 

Pully Refined N é 2'$3.2 $2.5 69 16:2 $ 


WESTERN PENNA 
mel ¢ ity 


No. 6 Fuct No. 6 Fuel Bunker 
Ne. 6 Fuel Ne Sulfur Ne. 6 Fuei Max. 1% buet 
No Salfur (uarantee Max. 1% Sulfur Ships’ 
(uarantee Barges Sulfur Karges Bunkers 
$2.45-2 $2 


TENAS (Truck Trespt 


«rst Ww. TEA Truck Treapt 


enon ee 


RANSAS (Per Kans. Dest’. onty) 


Studd | 


ATLANTIC COAST 
. Mar Mineral 
Naphihba Spirits 


PNP NPHPNNN KN 


po po be re ee 


tane ratings. indicated by the letter ““R are minimum ratings Moter Method 
where used, are indicated by the letter ‘'M 
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Refinery & Terminal Prices (Continued) 


PRICES IN EFFECT NOV. 26 
GULF COAST—CARGOES, DOMESTIC & EXPORT, ALL PORTS 


prices are FOB ship at ( 8 Gulf, minimum of 20,000 Dbis., and are by refiners only to 
export agents tanker termina perators The Sgure in parentheses after each 
¢ indicates the number f mpanies quoting that price 


Sviation Gasoline (MIL-F.4572 


Meter Gasoline 


R 
R 
R 
I 

R 


M Leaded 


2 Oct 
Kerosine & Light Puets 
2 Fuei 

thheeet & Gomes Olle 
15-4 ese lex 
45-52 Diese tex 


Livewe lex 


Heavy Puecte— argoes 
ag Fue . 


Motor Method 


MIDDLE EAST CRUDE PRICES 


as Supply ¢ for Sale in Carg ts 
5. gals exclusive of local port or other governmental charges 
FOB point dicated, for gravities shown; 2c per bbi. differential per 
for gravities below and above those shown.) 


ar Effective 
POR Potat Gravity Date 
: a. Saud 36-36 Nov. 1, 1960 
ta »-38 9 » 1, 1 


fov. 1, 1951 
36-469 April 1, 1951 
36-36.9 April 1, 1961 


AVIATION GASOLINE PRICES 


are barge r truck transport lots; aviation gasolines meet Specification 


Grade 100/130 Grade 01/96 Grade 80 
17. 6-18.6 16.1-17.2 15.6-16.2 
16.7 15 95 


16.46 
16.35 
16.5 
15.5 


15-15.75 


LAKE PORT TERMINALS 


Ku ffaio Cleveland 


1.515 . 11 
} 10.35-10.95 10.25 
11.35-11.7 10.75-11.1 
10.35-10.95 10-10.1 
8.6514 8.2512 
8.414) 813) 


PACIFIC COAST 


(In Ships’ Bunkers, Diesel Fuel Banker © Fue 
or Deep Tank Lets) (P.S. 200) (PS. 400) 
San Pedr Calif $3.44(5) (4)$1.70-1.85 
San Francis 3.4514) ‘3 

Portiand, Ore 3.8614 


Seattle, Wash 3.86/4) 


MEXICAN BUNKER PRICES 
S. DOLLARS FER BBL. OF I58 LITERS 


Bunker ( Dicen 
(Ships Bankers) 
Meateaa Gulf 
$1.95 $3.7 
v5 
vo 3.7 


Pacific (onst 
0 $3 


50 








28 YEARS OF RELIABLE 
Oll PRICE REPORTING 


This, in just @ few words, is the story of 
Platt's ONLGRAM Price Service 
Since 1923, it hos been recognized 
throughout the industry os the foremost 
doily ofl price reporting agency. tt hes 
constantly been top management's major 
source of of] price information, and with 
good reason 

OILGRAM has the lergest stoff of 
oll price experts employed by any off 
price reporting agency 

OILGRAM is the most complete, 
most comprehensive price report avoilable 
to the oil mon 

OILGRAM hos the complete con 
fidence of its subscribers. More thon 
ninety ovt of every one hundred oil men 
who once subscribe renew their subscrip 
tions year ofter year. 
lf you are dependent upon doily ofl prices 
in your marketing operation, you should 
be on OILGRAM Price Service subscriber 
We invite you to occept o week's Tricl 
Subscription with ovr compliments. There 
is no obligation on your part whatsoever. 
A letter of request on your compony 
letterhead is all that is required 
Write todey to: 


Platt’s 
OILGRAM 


Price Service 
1213 W. 3rd St., Cleveland 13, Obie 











os REPUBLIC OIL REFINING CO. 


tank cars or transport trucks) Refiners of 
Com In Com Indus and 
mercial dustrial mercial trial 
‘Metriet Prepane lropane Butane Butane 
N_ ¥. Harbor 7 7 
Philadelphia 
Baltimore 


7 Petroleum 
Marketers Products 
Main Offices: 
Pittsburgh, Pa. 


Refinery, 








Texas City, Texas 





HARTOL 


PETROLEUM CORPORATION 


INDEPENDENT MARKETER 


Maine to South Caroline 


FIFTH AVENUE NEW YOR 
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Tank Wagon Prices 


the 


CALIFORNIA 
STANDARD 


Athantie 
Vi hite Fleet 


ATLANTIC 
REFINING 


ee are ex Hawaliar 


t eneco Demand 

\ tane (ira 
regular) ¢ 

Task Wagen Taare 


Santa Fe 
Musk ogee 
Oklahoma 
Tulsa 


Taxes 
Qasoline tax 

Albuquerque 4 

Cheyenne, 1 


Discounts 

Balt Lake 
and kerosine 
than 200 gale 
400 gals. and 


Notes 
Tw 


44 


r other 


M 


base (sasctine 
Keguiar (rade 

line (asotine 
Taace 


‘HEVRON 
Keguiar) Av. 80 87 Gase 
rT Tr. line 
400 Gals. & over Tases 
‘ ‘0 
‘so 


Standard 
Keresine§ Diesel §=Standard 
TT Furnace OF8§F Stove OF) 
40 199 TT TT 
gals (400 gals. or more) 
(ex afl taare) 


Naphthas-T.W. & Steel Bbis 
Min. Spirits Vv. M.aPr 


apt fue 
2e federa 2 state 


tor 


tax applies > 
axes are 2c federa 4 


federal 

rnace 
quid fuels tax 
gross come 


OUs—T.W 
Ne. I Ne. 2 


2.5% ¢t nsumers 


deliveries of 
Aviation 80/87 
1.0c for 40-199 ¢ 
except for deliveries 
a (excluding Chevror 
where 0. Se differential 
delivery; for less than 40 gals 
except at Honotulu add 4 Se f 
s. to Marine trade and less 
BShoreside ¢rade Prices for 
80/87 at Salt Lake City arf 
in excess of 40 gal 
5 Premtun 
than Chevron (Regular 
except at Salt Lake wh 
For less than 40 gals. de 
to 400-gale r 


applies 


antities 
r Supreme 


Faso Gasoline 
Kegular Grade) 


Dealer Gasoline 
rw Taxes 


Kerosine 
Re 
tall 





Oil 
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SOCONY VACUUM 


Tank Wagon Prices (Continued) 


Mebiigas Aircraft 


Grade 
Gasoline #0 
Taxes T.W 


(rade 
si 
Tw 


Tank Wagon Prices 
Mineral Spirits 
M4&4P_ Nap? 
Tases YA 
Discounts 


ise VM &P 


OHIO STANDARD 


Aviation (asoline ( ons. 


Seohio 
Avia 
62 
(lear 


sobio 
Avia 
mu 
(lear 


Soho 
Avia 
1 


Gasoline 
Taxes 
0 

7) 


Taxes 
Discounts 
Ke 


ast 
de 
” 


Notes Ret 


INDIA 


Ana 


wr 


A STANDARD 
k Wagon 1 e 
4 Red (Crown (Res. Grade " 
Red Or'n. Red Cr’n 
Cons 


Tw 


Gasoline 
Taxes 


Fuel Oil» mu 


stanole 


4 hicago 


Standard 


Grade 
low 
Tw. 


TA. TA. 


14 
14.6 
Bu flaio 
1s 

20.5 
Sales tax applicable 
for deliveries of 
deliveries of 
deliveries of 300 


nestowr 


Tc 


0 
0 
0 
0 
cu 
) 
uv 
0 
0 
0 
v0 
0 


ne less 4c 
hangar 
eriek (*) 
veries 
pr 


y ess thar 


»perat 


are for 


tw 
of 50 gals r 
except 

gain 


as X 


tw es 


es are same 


rresponder 


y posted 


Kerosine 1-99 
Tw cals as 


3 
o 


Heater OF“§8§ §=Purnace Off 


. 148 
14 
‘ 


Stanolex 
Puri A 
& over " 
M gasoline tax 
Des Motnes, Ia.. kerosine a 
prices do not include 4c sta 
les, occupation, consumer & 
ied where applicable 
* Temporary price 


> 5 
neliudes 
nd turn 


Louis 


VEMBER 28. 1951 


Amar 
Tyler 
El 
San 
Waco 
Au 

Hous 
San 


Paso 
Ange 
“ 
le 

ace 


on 
Antonk 
Port Arthur 
Notes De 

asses of con 
5O gals 


Mobdiigas (Regular Grade) 
Cons. itr. Diu 


800 gals 
gals 


m 
Lucas Count y 


Tane 


100 gals. 


MOBILMEAT 


Cons. Mebil Kherusine (Ne. 2 Pwet) 
Tw 4 ard TW 


8 nd Hd a a oe 


oNnGrusegreo 
“4c- Cr eevee ere 
-u4- ewevce 


wa2ece 


1s 


NOCH ASOCEC ON SKU FOG KOseeetaataas 


Rochester Syracuse 


20.0 21.0 
to price of 
300 gals o 

or 
or m 
prices are FOB bulk 


term 


Sohio X Tane Gasoline 


-Grade) Naphthas & Solvente—Cons. T.W 
D« V.M.aP sobio 
Sel 
vent 
20.5 
mw 5 
20 5 
20 
20.5 
20 
20 
20.5 
20 5 


9 
a 
“ 


SeSeee ee eeenyr- 


eerreere 


ig 


“~eeeee - 


— 


State Tax Exemption 


rs and resellers 


r drum 
re; leas 


ess than 100 gals, 0.5 
0. 75e 
tank wagon 
iniess 


is., le 
mpany 


D0) gale 


perated stat 


ts wt 


Kentucky 
Standard 


4 


Stanoiex Furnace Oth 
106-174 175-398 
gals gals 


Crown 
Net 
Dealer 


400 gals 
over & over 
4 
16 
15 
4 


} 


vecnean 


Fire-( bief Gasoline 
(Regular Grade) 
Dealer (Gasoline 
TW Taxes 
140 0 

4 

7) 


Kerosine 


0 0 


0 i) 
0 
ne tax column 
Mobile 
Montgomery 
ja, 1 rity 
prices: Georgia 
kerosine 1 


includes 
eity 


taxes 2e 


mac Other taxes nec 
kerosine le 
Mississippi, 


SAASSASAAAAASD 


Notes 


Consumer 
prices 


prices apply also 
sumers with minimum delivery of 


higher 


2500 to 4999 gals 
or over 


ons 


Gase 
line 


Price 


le 


1 te 


Kere 
sine 


Tasee T.W 


¢ 0 
0 
i) 


u 


0 
i) 
o 

) 


these 
Birmingham 
le city & le county 


rt 


included 


~* 


SOS ee0¥4sue ee 


ety @ 
le 
Pen 
In 


Montgomery 


kerosine 0 Se 


tw. prices are same as net dealer 
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CRUDE OIL PRICES 





Mid -€ 
~ MPL LP ‘4 n ‘ 


terest 


ntinent 


aere « 
are 
fietds 


sched 


scrpt a. . 
ral arenes talls of 
berys thems te 


effective 


will be 


“npany exert 


wn, and dates of excep 


furnished on re =t 


OKLAHOMA Schedule 4 


niral 


entral 


anhanmedle 


Weet We 
ullertem A 


Sas 
(iMhers 


West 


curry 


Texas 


Area 


( ounty 


hedule 


Galt Const 
Hastings A 


« heute te 40 


(Mhers 
aravity 


tealf ( omat 


Anahue A ("hers 


bedule « 


toulf ¢ omat 
Refugto & 
chedule H 


Gulf Coast 
Mirando 1 
sehedule 1 t4 m8 
Mas ‘ ‘ 
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Louisiona 
' 4 


Arkansas 
K 


R 
' 


chy 


M 





Heyser 


( omst 


(nhers 


@ «cravity 


Calf Comat 


Ketsey 


Texas 


(Mhers 


Miscetianeous 


schedule 


schedule 


kK 


schedule I 


"PENNSYLVANIA 


New Mexico sour 


New Mexico 


Fullerton & Others 


GRADE 


MICHIGAN 


LOU ISIANA-ARKANSAS 
Arkansas Sour 
Schuler, Jones Sand) 
s1 jard 


PETR Et 


M 


$ 





Tede prices as ted CRUDE OL PRICES 





Arkansas Sour 
Magnotia-Limestone A Others 
schedule M . fue : 4 
N. Louisiane- Arkansas Sweet 
Hemer & (thers 
sebedule x .F 
\. Leutstana- Arkansas 
Caddo & Others 
Schedule A « 


Northeast I 
Dei & Others 
schedule A 


(Central Loutsiana 
Helly Ridge & (thers 
schedule © . Sta 
Central Louisiana 
Oe & (Others 
schedule F Arka Fue 
(Coastal Louisiana 
trelden Meadow & (Others 
Schedule PF: « ‘ ; 


Mag 
xas 
etal Louisiana 


Hackberry & (Others) 


2-4 >) 


Schedule F 


(eastal Loulsiana I Star 2.5 ANADIAN FIPLDs 
law Cold Test : t E 
schedule FF 24-29 Gravity ke t 


South Louisiana 
Westwego & Others 
Schedule ©: I Stand s 
LAL ISIANA-ARKANSAS MISCELLANEOL 





CALIFORNIA 


Ss. ©. California prices gravities above those quoted ¢ highest price 
SCHEDULE 1 2 ‘ 7 


5 7 SCHEDULE ” le 
(eravity 


offered for the Geld specified 
13 i“ 15 
(eravity 


il iz 


SCHEDULe 
(eravity 


schedule Sehrdule 
Hills aliow Kettieman Hills Newport 


vews Anaheim Sugar 
k Hille (Stevens Z akeview Area rea 
Vewport-Other Thar 

I ! } ‘ \naheim Sugar Area 
ia Ridge ‘ : easant Valiey 
preeley i J ~ cH 

arral Hille ) Midway -Sunset 2) — y 
Huntington Beact * Montalvo West tichfeld 
nglewood ; Montebello tound Mountair 
Kern Front mt » View y anta Fe Springs 
Kern River anta Maria Valley 


scheduler 


Segundo 
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MANAGER 


no 595 


CPNPRAL MANAGER cfr MANAGER 
. : x 


Positions Open 


INTERNAL AL DITON 


HON See 
wanren 


“BOX, 


State Association Planned 


For Sale 


‘Ew 


raiiers 


AND USseEp 


new 


aun 
and 


n 
~ secd ” 


BRUCE F 
Kansas City, 


® tandem 
<o 621 


West 
Hitand 


ides 
POR S4ALF 


M 


STEEL STORAGE TANES 


single 
6600 


ane 
ca 


HACKETT 


For Sale 


MACK TRUCK 23 «gt kirted 
ote ‘ +] electr ree 
SMITH'S ATLANT 
Reute 26 


tam 


A-1 4 
’ im SERVICE 
TION 
phone 


frederick Maryland 


POR SALF ‘7 

pa e ak ed ank 
Sis " E Mack 2000 « 
5 PENN BCONOMY OTL CO 
Kedford, Pa 





Railroad Tank Car Tanks 
6,500 to 12,000-Gal. Cap 
Cailed and Non-Coiled 
Cleaned— Painted— Tested 
Heavier—Safer—Cheaper 
Tanks Too 
Also—Complete Tank Cars 
8,000 and 10,000-Gel Cap. 
Your Inquiries Solicited 
MARSHALL RAILWAY 
EQUIPMENT OCORP. 
5® Church St., Suite 1976 
New York 7, N. Y 
Phone: COrtland 7-8090 
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Summary of River Barge Commercial Oil Shipments from Gulf Coast—August 1951 


trom Louisiana 


Prom ARK Miss 


From data prepared by Department of the Interior 
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(eas OF 
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Is Your Business Sick or Well? 
Proper Use of Accounting System Quickly Tells 


NPN presents herewith the par- 
tial text of a paper delivered at a 
recent Liquefied Petroleum Gas 
Assn. meeting in New York. 
Though the paper was prepared 
for LP-gas marketers, the fun- 
damentals involved are equally 
applicable to other oil marketing 
operations. 


By JOHN A. ACKLEY* 
Pyrofax Gas Co. 
New York City 


Your accounting system is just one 
f the many tools in your busi 
ness, but without any doubt it is the 
most important of all, for its func 
tion is to control and assure the 
proper and efficient use of your 
money 

This isn't in any way supposed to 

a technical discussion of account 
ing. We don't care about any par 
ticular system or the merits of it. In 
stead, it’s to be a discussion of the 
ises of your system 

Now, just what is your accounting 
system designed to do for you? 
should 


Obviously, it supply you 


with such things as your net profit 
and your net worth Also, financial 
statements, and the facts necessary 


to prepare tax returns of all types 
But that’s only the beginning. It can 
guide and control your operations 
throughout the year by providing fig 
ures on sales, stock on hand, mark-up 
and expenses. It should be the basis 
for your decisions, to insure a fair 
return on the capital you have in 
vested sriefly, it should help you to 
nake more money 

Now, let's assume this (see table 
below) is your 1949 statement. What 
were the trends in these items in 
19507 Was your business managed 
is well last year as it was in 19497 
Obviously, this involves a comparison 
and the best way to see the hang 
s to make up a 
nent Table 
vears 


ompaerative 
below is for the two 


VEMBER 2 


We see in 1950 you did 25 
more business, and you make $435 
more, or 124% more than in 1949 
Now what were the reasons for mak 
ing only half of the expected increas« 
in profits? It wasn't your mark-up 
for the gross profit was greater in 
1950 by nearly 3%-—but something 
happened to increase your expenses 
by nearly 50% The administrative 
and general expenses were the big 
offenders as they went up over 70* 
and wiped out about half of the an 
ticipated profit Here again, we se« 
the definite relationship 
expenses and profit, and the 
need to control them at all times 

We all know, you've got to do more 
business if you want to make greater 
profits, but we must never lose sight 
of one important fact. You can't do 
it by merely selling more. You must 
do it at a mark-up you know is prof 
itable Don't sacrifice your invest 
ment in overhead, appliances and 
profits just for the sake of 
more business 

Now let's take a look at the second 
basic record of your accounting sys 
tem- the balance sheet 


between 


sales 


doing 


Balance Sheet 1949 
Aneets 
Current assets 
Fixed assets 
Other assets 


Total Assets 
liabilities & Net Worth 
Current liabilities 
Fised liabilities 
Net Worth 


Tetal 


On your present basis of opera 
tions are you able to pay your bills 
in accordance with your supplier's 
terms”? 

Secause the ability to pay is dé 
pendent on the amount of working 
capital available, we refer back to 
current assets and current liabilities 
To quickly establish your ability to 
pay, we work out a comparison by 
jlividing the liabilities into the assets 


Increase Pereent Pereent of Total 
1960 over 1949 1950 1949 
100 


69 


as shown in this example 
Current Assets 12,200 
= 3.05 





Current Liabilities 4,000 

Now, the rule of the thumb is at 
least 2 to 1 is satisfactory, because 
t allows an extra dollar in cash, or 
what you expect to turn into cash 
within 30 days, to pay what you owe 
in this same period of time. This ex 
tra $1 is normally enough, but to be 
absolutely sure, you should check 
your cash position more closely 

We do this by what is called the 
Quick or Acid Test ratio where we 
exclude the inventory from the cur- 
rent assets, and we get our com 
parison between only the very liquid 
cash and accounts receivable 
and the same current liabilities, as 
shown in this manner 


Quick Assets 


assets 


6,000 
en — = 15 

Quick Liabilities 4,000 

The rule of the thumb here is at 
least 1 to 1 is safe, for it assumes 
your collection policy is efficient 
enough to keep money coming in fast 
enough to meet obligations due with 
in 30 days, even if nothing is sold 
from the inventory 

You ought to work out these two 
ratios together, for it is very possible 
the same balance sheet could show 
one to be satisfactory, and the other 
unsafe. To illustrate this, here is a 
section of the balance sheet showing 
he three main items of which current 
assets consist (See table below.) 

In this instance, the current ratio 

better than 2.5 to 1--is satisfac 
tory, but look at the quick ratio 
This is only 2/3 to 1. Clearly, this 
business will experience great diffi 
culty in paying bills. It can't pay 
them unless a miracle happens be 
cause $7,500 is owed within 30 days 
and only $1,000 in cash, and up to 
$4,000 in accounts receivable are 
available to pay them We are 
$2,500 short 

The big difficulty here is this busi 


Curreat Ratie 
irrent Aasets 
rrent Liabilities 7,500 
Quick Ratio 
Quick Assets 5.000 


Quick Liabilit 7.500 


ness is top heavy in inventory. Over 
60% of the working capital is tied 
ur in merchandise The answer is 
obviously to reduce the inventory by 
at least $2,500 and keep it availabk 
in cash for operating the business 

What about your collections? 

Are they adequate for your busi 
ness?’ As an illustration, suppose 
you had sales of $49,200 during 1950 


49 
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Cost of Geeds Sold $37,500 
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Net Worth 16,400 


Liabilities $10,000 


Superior performance backed by reliable service wins for Net Worth 18,000 
Blackmer the approval of engineers and users. oe See, Se See ae > pales 
Quiet operation, high capacity. compact design and se weet gone toh gua Naeem 
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The new Steber “Space-Liter” open-type elliptical 
floodlight is your economical answer to brighter, 
more versatile space lighting that draws more custo 
mers and extra profits 

The “Space-Liter”, series 2500, is scientifically de 
signed and ruggedly built to give lifetime service 
Roomy wiring compartme mt and versatile mounting 
facilities are provided to cut installation time and costs 

Space-Liter” is available for General Service 
Lamps— 400-1500 watts, Bi-Post Lamps—750-1000 
watts, and Mercury Vapor Lamps—400 watts. Other 
features include: Vitreous-Fired Porcelain Enamel 
finish over heavy gauge steel reflector, calibrated 
aiming device with built-in repositioning stop, cast 
aluminum neck with brackets for every type of 
mounting. Inner reflectors of Alzak aluminum are 
available to increase light intensity at the center of 
the beam for “Punch” lighting. Write for Advance 
Data Sheet 1051 for details 


/STEBER\ SPACE-LITER 








STEBER MANUFACTURING CO. 
Dept. 88, Broadview (Maywood P.O.), Illinois 


STEBERLITES 


Steberlites ore 

weatherproof, fu 

for both medium ond 

bose Par 38 ond 8.40 reflector 
lamps They con be mounted 
6 oF 


ghts or di 


in clusters up tc 
walls poles. column 


singly or 


rectly to outlet boxes 
be odweted to 


They cor 
rght 
whenever deswed 


throw 
any director 








LUBRICATION 





Lubrication Training of Students Seen 


Way to Reduce Industry Controversies 
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keep in mind the need for approach 
ing the problems of lubrication from 
a scientific level, and for eliminating 
the patent medicine approach 


Secondly, as a laboratory man, I 
think we should start with a scientifi 
approach to our specification tests 
Since this is not any ons mpany's 
problem, but an industry-wide prob 
lem, I would propose that a researc 
project similar to the NLGI fellow 
ship be established to successively 
attack the problem of establishing 
new test techniques which would 
measure basic properti« f the lu 
bricant and which not only would be 
useful as identification tests for 
known lubricants but also w 
serve to predict the properties of 
lubricant in service Suggested cr 
teria for use in deve‘oping such tests 
would be as follows 


1—Test should measure an abs« 
lute property, or a simple combina- 
tion of properties 


2—Test should not involve opera- 


tion of full-scale or even small scale 
machinery 


‘3—-Test should be conducted in a 
reasonable time, but should not be so 
accelerated as to lose its practical 
significance 


‘Before final acceptance of the 
test, all equipment should be care 
fully redesigned for lowest possible 
production cost; all critical dimen 
sional tolerances should be investi 
gated to see if they are actually crit 
ical 


Very possibly such a program 
would involve compromises among 
these four principles. However, un- 
less such a program is undertaken 
I do not see how we can make any 
onsistent progress out of the wilder 
ness of empirical testing in which we 
are now foundering 


New Methods Needed As fine as 
the work of the ASTM committees 
has been, their approach has been 
from the wrong direction—-standard 
izing and refining developed test 
methods, instead of developing new 


ones 


Such work, if it is done, can best 
be done through research projects at 
various colleges—-an approach which 
would have the added benefit of stim 
ulating interest in lubrication engi 
neering at the college level 


‘Certainly, until such time as we 
jo obtain commercial acceptance of 
our more scientific tests, and unless 
we somehow find a more scientifi 
basis than field experience for evalu 
ating lubricants, we will remain with 
the art of lubrication in place of w 
bricating engineering Qur engineer 
ing graduates will continue to enter 
industry ignorant of the fundament 
als of the subject, and ready to cor 
tinue indefinitely our current ¢ 
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Wherever you need rubber hose in the Petroleum 
Iindustry—whether it’s for dispensing pump 
service, tank car or tank truck leading, car 
washing, filling tires with air, or for some other 
purpose—there’s a Quaker Hose that has been 
specially built te do the job. 


Quaker Hose does the work better... more 
efficiently ...and more economically! 


That's because each type of Quaker Hose (of 
which there are hundreds) is designed and sci- 
entifically made to meet the various require- 
ments of pressure, strength, flexibility, and 
punishment that are encountered in the Petro- 
leurm Industry. 


For all your requirements, flat belts, V- 
belts, packing, or hose—see your nearest 
Quaker Distributor for performance- 
proved rubber products. 


SEND FOR YOUR copy ? 


. . . Of this big factual booklet and 
other heiptul data of the QUAKER 
Conservation Maintenance Pian. 
it tetis how to make rubber prod - 
wets last longer. Ne charge, no 
obligation! 


RUBBER CORPORATION 
0 J A KF DIVISION OF HK PORTER COMPANY, INC ai: 


Philadelphia 24, Penna.+ Branches in Principal Cities 
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IN 1896, THE FIRST PREUMATIC AUTOMOBILE 
TYRE EVER OFFERED FOR SALE WAS MADE IN 
AKRON, OHIO AND INSTALLED ON A WINTON - TWO 
SEATER. THIS YEAR IT 1S ESTIMATED THAT THE 
TIRE REPLACEMENT MARKET WILL EXCEED THE 
FIFTY MILLION UNIT MARK. ABOUT SO PER 
CENT OF THESE TIRES AS WELL AS BATTERIES 
AMO COUNTLESS OTHER ACCESSORY ITEMS ARE 
BEING SOLO THROUGH SERVICE STATIONS. 


WOULO YOU BELIEVE THAT THE AVERAGE AGE 
OF THE CARS NOW IN USE IS 6-/2 YEARS ? 

THESE AVTOMOBILES REPRESENT A LOT OF 
TBA BUSINESS FOR THE MORE THAN 200,000 
SERVICE STATIONS THAT ARE CONSTANTLY 
BUILDING TBA SALES BECAUSE OF THEIR CuS- 
TOMER CONVENIENCE. NATIONAL PETROLEUM 
NEWS CAN REPRESENT A LOT OF TBA BUSINESS 
FOR YOU IF YOU'RE SEEKING TO REACH THE 
MAJOR OIL COMPANIES AND INDEPENDENT O10 
JOBBERS WHO SUPPLY THESE SERVICE STATIONS. 


TIRE TROUBLES WERE RESPONSIBLE FOR 
10,054,000 OF THE SERVICE CALLS REQUIRED 
BY CAR OWNERS LAST YEAR. TIRE GREAKOOWNS 
RANKED SECOND ONLY TO BATTERIES AS THE 
CAUSE FOR CAR FAILURES, AND WHILE THE ABOVE 
FIGURE SOUNDS LARGE, IT REPRESENTS ONLY A 
FRACTION OF THE TIRE REPLACEMENT MARKET. 


“DONT UNDERESTIMATE THE 
EXTREME IMPORTANCE OF 


TIRES, BATTERIES AND ACCESSORIES WiLL 
RING SERVICE STATION CASH REGISTERS TO THE 
TUNE OF AN ESTIMATED $1,121,332,678 THIS 
YEAR, THAT IS A NATIONAL POTENTIAL OF 20.2% 
OF SERVICE STATION 

GROSS SALES... BIG 

BUSINESS FOR THE 

OlL COMPANIES AND 

JOBBERS (MOST OF 

WHOM ARE NAT- 

ONAL PETROLEUM 

NEWS READERS) 

WHO WILL SUPPLY 

THESE TBA ITEMS. 


THE SERVICE STATION ASA 

MERCHANDISING OUTLET 

FOR TIRES, TUBES AND 

OTHER TBA ITEMS. WE 

KNOW THE VALVE, TOO, 

OF NATIONAL PETROLE- 

UM NEWS AS THE MOST 

EFFECTIVE MEANS OF GET- 

TING OUR ADVERTISING 

MESSAGE TO THE O11 COM- 

PANIES ANO INDEPENDENT O11 

JOBBERS WHOM THESE SERVICE 

STATIONS LOOK TO AS THEIR SOURCES 

OF SUPPLY” SAYS W. A.(BILL) GREEN, 
MANAGER, SPECIAL ACCOUNTS SALES ASSOCIATED 
TIRE AND ACCESSORIES DIVISION B&F GOODRICH CO 
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Lag in Shipments of Oil by Tank Car 
Is Good Target for Federal Control 


By HOLGER RIDDER 
NEN Transportation Editor 
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scious of the 

by truc 

ways, as wel 

to pleasure 

truck wear 

the nation 
DTA then 

efficiency 

need 


rd time 


s be 
r 


entrati 


Railroad service is not 
several years ago. It is 
crippled by the five-day 
efforts of the railroads t 
by moving larger trains 
frequent pick-ups, et 

Future Requirements—DTA quotes 
an indicated need for 5,900 tank cars 
of the pressure type for LP-gas and 
indicates a possible shortage of this 
type of car of nearly 1,700 by the 
end of 1952. It adds, however, that 
the car supply may be 


‘ 


balance 


rail efficiency is improved and if stee! 
is avalable for additional cars 

The report says, “It is our opinion 
that there will be sufficient general 
for over-all 


There will 


purpose cars available 
lean petroleum service 
however, at peak periods be short 
ages of cars for asphalt in the sur 
ner and fuel oi] in the winter, and 
these conditions will continue to exist 
falling off 
in business of all types, or until more 
substantial materials 
are made available to build new cars 
install heater pipes in existing 


unless there is a general 


quantities of 


and to insulate and put heater 
es in others 
The demand for tank cars can 
change radically due to fluctuat.ng 
world conditions As an exampl 
it is estimated that the cessation of 
hostilities in Korea would, in three 
ways, affect transportation 
“1-Military oil deman 
probably be reduced from 400,000 b 
to 200,000 
“2.The supply 
West Coast which has been extremely 
tight would ease considerably since 
it has been providing nearly 175,000 
b/d for military use 
“3—-Domestic demand 
leum products will temporarily slump 
if there is a slowdown in the tempo 


situation <« the 


for petro 


HI-V-1 cleans as it lubricates 

HI-V-1 resists oxidation and “thinni 
HI-V-1 combats acid corrosion 
HI-V-1 fights friction with unifo 
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of defense preparedness and result- 
ng industrial activity.’ 

DTA report then says that any 
serious shortage of tank cars will be 
due to lag in production or unforeseen 
demand for transportation. Over-all, 
however, DTA sees demands met if 
new car production holds up and tank 

ar efficiency is improved. Some spot 
seasonal shortages can be expected 
It adds, though that “if other forms 
of transportation were to fail by rea 

m of tanker sinkings, destruction of 

if petroleum pipe lines for 
purposes, severe winter weather 

yf tank trucks and 
sabotage the 
from ad- 


ng the use 


strikes 


mclusion Mr Lamberton 

conclusion which I believe cer 
tain is that tank cars will be built 
when a definite continuing jemand 
for their use can be shown to exist 
Only government capital financed by 
taxes instead of necessary industry 
profits can afford to lease or to build 
equipment which is destined to remain 
idle or be used only occasionally or as 
mobile storage Investment of any 
capital in such equipment should be 
considered only in the event of all-out 


war but under no other conditions 


Complete Warehouse Stocks at these con- 
venient locations assure immediate delivery 


to dealers: Oklahoma; 


Kansas; Nebraska: 


Iowa; Colorado and Texas. Wire, write or 
phone for information on an exclusive HI-V-!I 
motor oil dealership! 


CHAMPLIN REFINING COMPANY 


tie, OnlLanOma 





EXPANSION of Great Lakes Pipe Line is shown on this map 


Great Lakes Pipe Line Expansion 
Boosts Capacity 300% Since ‘45 


By LEONARD CASTLE 
NPN Midwest Editor 

Work is virtually completed on 
Great Lakes Pipe Line Co's second 
gigantic postwar expansion progran 
a project costing $55 million and in 
creasing the capacity t 
tL Uh greater than it was in 1945 

Under the new progran 


ayatem s 


a total of 
1300 miles of 12-inch limes and 152 
miles of 8-inch lines was added, addi 
tional transport loading facilities and 
tankage with gross capacity of 3 
780.000 bbis. were erected at nine of 


the 14 terminals, a new pump station 
was built at Pipestone, Minn., new 
buildings were put up at Cushing and 
Drumright and 16 pumping stations 
were enlarged to accommodate new 
equipment 


Construction work on the new pro 
gram was started in the fall of 1949 
and despite a crippling strike in the 
steel industry that October, the first 
leg was completed on March 31, 1950, 
when gasoline was turned into the 12- 
inch line at Des Moines for pumping 
northward to Mason City, Iowa. Other 


parts of the new lines were placed 
into operation gradually during the 
next 15 months, as they were com 
pleted 

The company, which transports pe- 
troleum products to 11 great farm 
producing states-Iowa, Wisconsin 
Minnesota and North Dakota, most 
of South Dakota and Nebraska, and 
parts of Kansas, Missouri, Illinois, 
Indiana and Michigan—completed its 
first postwar expansion program dur- 
ing the years 1945-1947 at a cost of 
$30 million 

This first program increased the 
system's capacity by 50% and in- 
cluded the laying of 1,200 miles of 
new lines, the construction of 14 new 
primary pump stations and eight new 
delivery terminals, and the remodel 
ing of buildings and facilities at 14 
existing pump stations and two ter 
minals 


Mileage Totals 
latest expansion 


4.500 Miles — The 
program brings the 
total mileage of the Great Lakes sys 
tem to approximately 4,500 miles but 
this figure is far from telling the 
complete story because most of the 
added was of 12-inch di- 
mension whereas the 


new pipe 
existing lines 
were of 6 and 8-inch capacity. A 12 
inch line similar operating 
conditions, provides a capacity ap 


proximately equal to three 8-inch 
lines 


under 


Here is the mileage of the new 12 
inch lines 


Tulsa to Barnadall, 34 miles 

Ponca City to Barnsdall, 54 miles 

Barnsdall to Karsas City, 408 miles 
(two parallel 12-inch lines of 204 
miles each) 

Kansas City to Des Moines, 188 
miles 

Des Moines to Minneapolis, 260 
miles 

Kansas Citv to Omaha, 190 miles 

Omaha to Sioux Falls, S. Dak., 165 
miles 

Here is the mileage of the new 8 
inch lines 

Cushing to Tulsa, 45 miles 

Des Moines to Iowa City, 107 miles 

Even before the big expansion pro- 
gram of 1945 to 1947 was completed, 
Great Lakes realized that it and the 
industry generally had drastically un- 
derestimated the future demands for 
petroleum products in the Midwest 
and that much greater facilities for 
transporting and storing them would 
be needed, and needed quickly 


Steel Strikes, Shortage Hit Plans— 
But construction of more new lines 
was out of the question in 1947 be- 
cause delivery of pipe could not be 
promised in less than two years 

Another deterrent to beginning a 
new expansion program immediately 
was the fact that various of the 18 
shipper companies began to expand 
the capacities of their refineries and 
other announced similar plans to 
meet the rapidly growing demand 
for products. Until capacities of the 
various connected refineries were 
known, it was impossible for Great 
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Lakes to determine accurately the 
volume of products it would be called 
upon to transport. This was the situ 
ation as it prevailed during 1948 and 
the first six months of 1949 

By late spring of 1949 deliveries 
of pipe and equipment were prom- 
ised on definite schedules and refinery 
expansions were completed or plans 
were definite. Shippers were added 
to supply Great Lakes with the vol- 
ume of products then available for 
transportation, and estimates of fu- 
ture volumes 

“Based on these studies,” the com 
pany explained, “plans were made for 
expansion ef Great Lakes facilities 
with the primary objective to pro 
vide capacity sufficient to move by 
pipe line the entire volume of prod 
ucts manufactured by shippers for 
the area served by the pipe line 
company and with a reserve capaci 
ty for future demand increases 

To finance the new program, Great 
Lakes sold a $55 million bond issue 
to private investors in July, 1949 
Initial construction was planned for 
sections of the system where need 
for increased capacity was greatest 

Never before at the start of con 
struction had Great Lakes had avail 
able and promised a volume of traf 
fic so far in excess of its existing 
capacity and this was the reason that 
12-inch pipe was selected to do the 
job 

Pumping equipment for the 12-inch 
lines was installed by enlarging al 
ternate existing station buildings on 
the route of the existing smaller 
lines This provided station spac 
ing of approximately 100 miles for 
the 12-inch pipe 

In addition to expansion of exist- 
ing pumping stations, the new sta- 
tion was erected at Pipestone to pro- 
vide further capacity for the 8-inch 
line beyond Sioux Falls 

The nine terminals at which ad- 
ditional transport loading facilities 
and tankage were provided are Des 
Moines, Sioux City and Mason City, 
Iowa, Mankato, Minneapolis, and Al- 
exandria, Minn., Omaha, Nebr., Sioux 
Falls, S. Dak., and Fargo, N. Dak 
New tankage also was erected at the 
Kansas City terminal, and at the 
Tulsa pumping station 


New storage capacity of 3,780,000 
bbls. was spread among 77 tanks 
with the largest addition being made 
at the Minneapolis terminal where 
13 tanks with gross capacity of 1,- 
040,000 bbls. were installed 

At Minneapolis, Des Moines and 
Omaha, three of the original ter- 
minals, new transport loading ma- 
chines similar to those developed for 
the new terminals built in 1945-1947 
were constructed, and new service 
buildings were erected at each of the 
three sites. Tank lines and manifolds 
were modernized at Minneapolis and 
completed at Des Moines 

The new program was just get 

g well under way when the steel 

“ike came and interrupted construc- 
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the capacity 
to build 


When you have a liquid storage problem that 
is out of the ordinary, large or small, 

you'll find Birtank capacity and equipment 
equal to your demands. Time and again paper 
and textile mills, refineries, chemical 

plants and others have turned to Birtank 
with their container problems. 


They have learned that Birtank specializes 
in both large and small jobs performed 
satisfactorily, economically and 

on schedule. 


Consult ovr engineers. 
let your problems be- 
come their problems 
Phone, write or wire for 
information 


BIRMINGHAM TANK MPANY 


INGALLS IRON WORKS COMPANY 


ee wincuaw agama 


SPECIALISTS IN THE FABRICATION OF BULK AND FIELD 
STORAGE TANKS—HEAVY PLATE WORK OF EVERY DESCRIPTION 
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tally important 


al 


that the 


avaiiabl 


oe ane 


Kevieed Plans 


‘ the M iss 
Paul, the Des Moines 
the Missouri and 
Kansas City In 
rojects (jreat 
ype on hand to 
atruction t proceed south 
Minnes s several miles 
with St. Paul and the Mis 


lhe tee] 


nber, 1049 


ettled in No 
and shipments of pipe 


strike Was 


were resumed at a reduced rate but 
ious that the Des Moines 
Minneapolis section could not be fin 
ished before cold weather set in. This 
necessitated a second shift in strate 


t was ob 


gy under which pipe shipments were 
concentrated between Des Moines and 
Mason City in an effort to complete 
this 112-mile stretch so Mason City 
wuld be supplied with gasoline from 
Des Moines 
neh lines free to pur 
Mankato and 
But this 
ubzero temperatures hit the 
work 


thus leaving the tw 6 
produ ts 


I 
Minneapolis 


improvisation failed as 

area be 
ompleted In one 
halted 
glacial boulders which nor 
mally would have been 
quickly, but frozen in an unmovablk 
position they 
barrier It was laté 
work could be resumed and first ship 
sent through this stretch 
f pipe on March 31, 1950 


fore was ¢ 


place, ditching machines were 
by granite 
leared away 
formed an impassable 
winter before 
menta were 
Other line sections were completed 
City to 
Kansas City 
Moines, Mason 
Kansas City to 
to Sioux Falls, and 
inch line from Cushing through 
IDrumright to Tulsa By early in 
1951, the entire 1,300 miles 


follows Ponca 
Tulsa to 
Kans City to Des 


Minneapolis 


in 1950 as 


Barnadall 


Omaha 


January 
new 12-inch lines were in operatior 
with permanent stations pumping at 
LOO-mails pacing, and the 8-inch fron 
Cushing to Tulsa was operating with 
units In July 
from Des Moines 
went into operation 


permanent pumping 
1951, the 8-inch line 
to Iowa City 

With additional capacity availabk 


n nearly all sections of the systen 


andi with smaller lines parallel to the 


l2-inch, the larger lines have been 
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used principally for transportation of 
while the largest volume of 
listillate has moved through 
Lakes said 
keey 


lines 


gasoline 
been 
Great 


the smaller lines 


This has made it possible to 
these two products separate by 
rather than by cutting one from an 


mmon line 


program is now in 

stage, with consider 
able tank and line painting remair 
terminals Ww 


Kansas 


at several 
dernizing the 
was halted by the July 
be resumed shortly 
modernizing the I 
minal and additional tankage 


location are on order 


Construction Details In lay 
lines, Great Lakes effected a consi 
able savings in steel tonnage by 
method of con 
two weights of 


ploying a 
struction 


telescopi 
involving 
Pipe laid on the 
pumping 
cations where 


dischargé 
stations, and at lo 
stations might be add 
ed later, had a weight of 41.5 pounds 
per foot on the 12-inch line Pipe 
of this weight was laid to line trav 
showed 
lighter weight pipe could be installed 
to restrain safely the existing pres 
From this point to the suction 
side of the 
tion 3.4-pound pipe 
lighter weight pipe in this 
was possible without red 
safety factor of the line 


line ipe 


side of 


erse points where studies 


sure 

subsequent pumping sta 
33 was used. Util 

izing the 

manner K 


ng the 


Effectiveness of 


struction is 


telescope con 
shown by a comparison 
12-inch line the 
company said To construct the en- 
tire distance with pipe having a 41.5 
pound foot weight would require 110 

000 tons of steel. Carefully planned 
with 33.4 pound pipe 
combined with the 41.5 would result 
in a reduction of 11,000 tons of steel 
With pipe cost arbitrarily established 
at $160 a ton for the comparison, the 
monetary saving would be $1 

760.000 


n 1,000 miles of 


telescoping 


installed at 
country 


Insulating flanges were 


five-mile intervals in open 


and at one-mile spaces in congested 
areas, particularly in the vicinity of 
trified When the lo 


of flanges were ad 


railroads 
nsulating 
pat boxes t 
mary t nstall them in the box 


was cus 


In latter 
new lowering device for the pipe 
mventional 
standard 
carries the pipe 


phases f construction a 
was 
employed in place of the 
belt sling long accepted as 
The new device load 
in a cradle 

airplane type 
pulleys on the keep the line 
centered The device has an advan 
direct radling into the 


litch is permitted in that it may be 


supported on pneumati 


wheels Rubber guide 


sides 
where 


supported from a side boom tractor 
along at a 


with the 


which moves rate com 


mensura 


construction 


speed The cradle is hinged below 


the suspension point and may be 


opened for quick removal when ne« 
essary 

Power units on the 12-inch lines at 
ty and 


Diesel 


locations other than Kansas Ci 
Des Moines « 
units with speed 


nsist twi 
1creaser gears driv 
three-stag« centrifugal 


pumps 


ing 


onnected in series Electric units 


ZI 
are used at Kansas City and Des 


because of cheaper power 


Controls w f 
with tankage is the 
control of all 

alve an mps By 


Flectronk 


i means 
axial cable ti it is possible 

start or stop several tank pumps 
and their 
over a si The operating 
frequency ranges between 10 
22.4 kilocycles ar the potential at 
which the ontrol 
does not exceed one 


associated electric valves 


and 


system functions 
half volt 
The control also includes a feature 
impre ssed 
cable when all func- 
fulfilled This in 
operator that the tank is 
service To accomplish 
functions with conventional 
line voltage 
five wires to 


whereby a back signal is 
m the 


tions 


coaxial 
have been 
forms the 
aligned for 
the same 
control would 
each tank and in addi 
tion it would be mandatory that they 
in conduit to conform to 
A further ad 
with which the 
coaxial control may be extended 
connect additional tank pump faci 
ties if necessary 


require 


be arried 
code 
vantage is the 


requirements 


Cant 


A new type electric gauge is em 


ployed extensively at product accept 
ance points— with a single 
ing used to transmit a feet and inch 
es reading to one receiving unit In 
self-synchronous 
motors at the transmitting 
points was required to 
gauging information 

In operation, the differs 
from other self-synchronous units in 
that the float continually 
turn the synchronous transmitter A 
servo motor pulls the transmitter in 
to gauging position through the me 
dium of an oil clutch and tank meas 
urement in feet and inches is readily 
throw 


motor be 


previous systems a 
pair of 
and receiving 
provide full 


assembly 


loes no 


obtainable by 
switch 

Any number of tanks may be con 
nected to one receiver rhe 
tion on distance 


moving a double 


limita 
transmission is not 
burdensome if the circuit 
loes not exceed 25 ohms a wire It 
these gauges 

a circuit of No. 12 wire for a 
listance up to three miles without 
resorting to amplification 


resistance 


mmon to use 











GROUP OF DIRECTORS of National Lubricating Grease Institute poses at 19th annual meeting recently in Chicago 
Seuart Oil Co., Led.; L. W 
Standard; G. A 


to right) W. H. Oldacre 
M.R 


of DA 


Pure Bower of Ohi 


Globe 


Langham is 


agent 


A. Parker, Jr., 


standard resear 


Tex Refining Co 
City 


retiring Dex 


Oklahoma 


r the con 

retire 

it plan. He 

been in Mr 
of refined 


oil sales for these 


Mavhall 


companies for the 
Mr Mayhall 


business in 


past 2 
started r th 
Tulsa in January 
with Bill Hassett, who was ther 
president and general manager 
International-Ardmore 
Ohio C 
later became a part of Pure Oil) 
1919, Mr. Hassett and associat« 
the Imperial Refining C 


Refining 


sion of ties Gas © 


NOVEMBER 2%. 19 


DISCUSSING SPEAKERS 


Institute are 


program at 


Sinclair, retiring president, and A 


Mr. Mayhall joined the company 
re A year later he moved to Ft 
wrth, where he helped organize the 
Imperial Oil Marketing C He re 
igned from Imperial in 1926 and 
went to Oklahoma City to nL. H 
Prichard and J. Steve Anderson in 
building the present Anderson-Prict 
ard Oil Corp 

Mr. Mayhall was honored at a re 
tirement dinner on Nov 15 
was attended by all of the 
of Anderson-Prichard'’s 


which 
members 
board of di 
rect« rs 
He is a 

Club of the 
API and the 
finers Assn 


member of the 25 
Petroleum 
Western 


Year 
industry, the 
Petroleum Re 


A. T. Smith, general 
Continental Oi] in the 
gion, at Denver, ha 
chairman of the Mountain 
OUC for 1952 Mr. Smith succeeds 
G. F. MeMillan of Gulf 
man for the 


attorney for 
western re 
been elected 


Rocky 


district chair 
past two years 


McLennan of Union Oil Co 
Olsen of Sunland Refining and } 


They are (left 
of California; H. I 
R. Corbeu of Cato Oil & Grease 


Hemmingway of 


recent meeting of National Lubricating Grease 
these directors, (left w right) B. G 


Symon of Shell, Howard Cooper of 
}. Daniel of Battenfeld Grease & Oil 


Clarkesvill Ga 


S. Lansford, 


ent, recently pur 
another \ t ol Mr 


s chairman 


hased 
Lunsford 
l Hous 
iu Authority and is the wn's civil 


Reginald J. 8S. Pigott has 
elected president of the 
Society of Mechanical Engineers for 
1952 Mr. Pigott is director of the 
engineering division of Gulf Research 
and De Pittsburgh 


been 
American 


elopment Co 
Ole Berg, 4r., 

British 

has been 


president of the 
American Oijl Co Toront 
appointed to the 
lirectors of the 


board of 
jank of Nova Scotia 

FE. F. “Tex” Underwood, vice 
ident and general manager 


pres 
Sioux Oil 
first vol 
house 


Co., Denver, has issued the 
ume of the company’s organ 
The Sioux News. The magazine will 
be published every other month 
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DELIVERY 


No. 872 Inlet Strainer is designed for permanent 
installation at the inlet end of bulk plant fill pipes 
Strainer cone is 14-mesh galvanized wire—won't 
restrict flow—catches rust scale, dirt and foreign 
objects — prevents clogging in “hard-to-get-at” line 
strainer screens. Pulls out with finger-tips for quick 
cleaning before each delivery—slips back in the 
same way. Strainer cap threads on and off the 
machined body by hand—has a gasket that seals 


tightly. No tools needed. Sizes 2% and 3 inches. 


BUCKEYE IRON & BRASS WORKS 
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P.O. BOX 883 


BUCKEYE’S NEW “SLIP IN...SLIP OUT” 
STRAINERS 


No. 872T Outlet Strainer is permanently attached 
to unloading pipes on tank trucks—keeps dirt, 
tank scale and other harmful matter from enter- 
ing storage tanks. Strainer cone is 14-mesh to 
permit full flow and can be cleaned quickly after 
each delivery. Machined strainer body is similar 
to the No. 872 Inlet Strainer, with long threads 
to permit hand-tightening of cap. Cap gasket pre- 
vents leakage of liquid or fumes. Requires no tools. 


Sizes 242 and 3 inches. 


DAYTON 1, OHIO 
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KR. E. Nelson, Jr. has been elected 
president of Wyco Pipe Line Co., Den 
\ Frank ©O. Prior, 
who has resigned. Mr. Nelson will 
mtinue as general manager of crude 


er 


succeeding 


oil supply and product pipe lines for 
Indiana Standard at Chicago Mr 
Prior is an executive vice president 
of Indiana Standard 

. . . 

Neale Boyd has been elected treas- 
urer of Anderson-Prichard Oi! Corp 
succeeding T. H. Marshall who has 
retired S. A. Garrison was elected 
to the newly created office of con- 
troller and Rey Winters was elected 
assistant controller. Company head 
quarters is in Oklahoma City 

. . . 

Federal Oil Co., Union, N. J., of 
which George T. Wirth is president 
is celebrating its 52nd year The 
company, organized in 1899 by Wil- 
liam C. Wirth, recently began mar 
keting Shell products 

A. F. Germaine is general manager 
of Federal Oil 

> > > 

Cc. B. Northrup, Union Oi) of Calif 
consignee at Cashmere, Wash. is 
chairman of the school board, chair- 
man of the Rotary youth 
program, a member of the Boy Scout 
Executive Council and a member of 
the state of Washington School Di- 
rectors Tax Committe 


Club's 





COMING MEETINGS 


NOVEMBER 
Tennessee OF Men's Asan fa 
anniversary ‘ Gat 
N 26-2 
OH Dealer's Assen. of Arkansas 
n. Hote tt 


ent Ml 


“ yoming (1 Jobbers Asan Townsend 
asper Ny Nov. 27 

Dr EMBER 

‘1 Industry TRA troup 


. ¢ ‘ e ‘ 
Arkansas Independent (Ff) Marketers 
Ine Hote uF ’ ¢ k 
Interstate OF Compact (Commission 
winter meeting. Hote M Lit 


” e 11 


1952 
JANTARY 
Kentucky Petroleum Marketers Assen 
yilee, trade exhibit, Brown Hote 
e, Jar 5-9 
Seciety of Automotive Engierers, annus 
tel Book-Cad ‘ Detroit, Ja 
Independent OFF Men's Assen 
Macor Ga ar is 
Northwest Petrotewm Asen., annua ' 
Radisson Hote Minneapolis, Jar 
Truck-Traiter Manufacturers Assn 
sa mventior H Shamrock 


FEBRUARY 
Misseourt Petroieum Assn Jeffe 

sia, Feb 
National Council of Private Motor Truck Own 
Hotel Statier, Wa x D. Fet 


Hotel, St 


Independent (41 Jobbers Asan Inc., 
F t es Moine 


bes M es 3 6, lowa, Fet 


19-21 

Kansas OF) Men's Asen., Laseen Hot 
Kans. Feb. 25-2¢ 

Wisconsin Petroleum Asen 
& equipment show Milw 


Milwa 


MARCH 
IMinets Petroteum Marketers Asan 
man, Chicag Mareh 11-1 
Texas OFF dobbers Asan Ine 
te Dallas, March 12-13 


NOVEMBER 25 


VISITING at recent Chicago convention of National Lubricating Grease Institute were 


these directors, (left to right) F. FE 


A new direc- 
tor of Ashland 
Oil and Renfiing 
Ashland, Ky 
Palmer C. 
butt, gene 
sales manager 

Mr. Talbutt 
has been with 
Ashland since 
1926 when he 
joined the com- 
pany a5 an oper- 
ator at the Cat- Mr. Talbutt 
lettsburg, Ky 
refinery. Later he was made super- 
intendent of cracking operations and 
assistant refinery superintendent 

He went with the Ashland sales of 
fice in 1930 and in 1932 was moved 
to Cincinnati to open the company’s 
first divisional sales office He has 
been general sales manager for a 
year 

John KR. White, executive vice pres 
ident and director of Imperial Oil 
Lid Sarnia, was hoénored recently 
by the University of Toronto Engi 
neering Alumni Assn Mr White 
was one of two men to receive the 
engineering alumni medal. The med- 
al is the highest honor in the asso 
ciation and is granted only at thre 
year intervals 

> . . 

Edward A. Jamison, who has been 
associated with Phillips Petroleum 
for 23 years in the liquefied petro- 
leum gas sales and engineering field 
has joined Gulf Oil's general sales 
department in Pittsburgh 

In his new position, Mr. Jamison 
will assist L. F. Craig, Gulf Oil's 
general sales manager, special prod 
ucts 

A. L. Nickerson, vice president and 
director, Socony-Vacuum, New York 
has been made chairman of the oil 
and petroleum committer in the 
George “Junior Republic's” campaign 
for $350,000. The Republic, founded 
at Freeville, N. Y n 1895, is a co 


Rosenstieh! of Texas Co., H 
west Grease & Oil and R. Cubicciotti of I 


A. Mavor of South 
Sonneborn Sons 


lucational self-governing youth com 

munity 
. . >. 

Heading the Kansas - Oklahoma 
ONC district during 1952-53, will be 
Harold RK. Berg, regional manager for 
Ethyl Corp. at Tulsa. Mr. Berg suc 
Harry Trower, former vice 
president of Phillips, who has served 
as iistrict chairman since Apri} 1949 

4. B. Sm'th of Wichita, vice presi 
lent of Vickers Petroleum, was re 
elected vice chairman of the com 
mittee 

New members-at-large of the steer 
ing committee include, Earl Berry, 
Oklahoma City. Kerr-McGee Oi) In 
dustries; S. B. Caldwell, Tulsa, Mid 
Continent Petroleum: John 1. Cooke, 
Oklahoma City, Sohio Oil; KE. K 
Ketchum, Oklahoma City, Anderson 
Prichard Jim Lookabaugh, Okla 
homa City, president Oklahoma Oil 
Marketers Assn.; T. B. Murphy, Tul 
sa, Deep Rock; Millard K. Neptune, 
Independence, Platte Pipe Line Co 
R. J. Tibbets, Independence, Sinclair 
Pipe Line; and Lieyd Unsell, Tulsa 
Independent Petroleum Assn of 
America 


ceeds 
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1. Allen Walke f alice t manager, Standard Oil of California, president, American 


Pe leum Credit Assn 


J. Allen Walker ... Heads American Petroleum Credit Assn. 
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n-equipped Trucks 
haul more, faster, longer 
lower cost! — { 


F VTEON 2-Speed Axles double the 
number of available gear ratios, providing a com- 


bination of power and speed that makes for faster These Eaton Features Keep Trucks 
cost per mile. Drivers select the ratio best suited to on the Job, Reduce Upkeep, Add 
road, load, and trafhe conditions—a gear ratio for Thousands of Miles to Axle Life 
maximum efficiency, economy, safety, and maneu- 

ie aig ae * PLANETARY GEARING 
verability. Using the right gear ratio for each ‘ WET 6 
situation permits engines to run in the most efficient FORCED-FLOW LUBRICATION 
and economical speed range. Stress and wear are ® RUGGED CONSTRUCTION 


reduced, not only on the axles themselves, but on 


engines and all power transmitting parts; adding 
thousands of miles to vehicle life, keeping trucks 
on the job and out of the repair shop. Eaton 
Axles more than pay for 


themselves—in lower 


trips with full loads; more pay-load miles at lower 





maintenance and operating costs, and in higher 


trade-in value. For complete information, see your Vig 5 heiiche 
truck dealer. 
Axle Division 
EATON MANUFACTURING COMPANY 
CLEVELAND, OHIO 


& PRODUCTS: Sodium Cooled, Poppet, and Free Valves * Tappets * Hydraulic Valve Lifters « Valve Seat Inserts « Jet 
Engine Parts « Rotor Pumps « Motor Truck Axles « Permanent Mold Gray Iron Castings « Heater-Defroster Units « Snap Rings 
Springtites « Spring Washers « Cold Drawn Steel « Stampings «Leaf and Coil Springs « Dynamatic Drives, Brakes, Dynamometers 





OUR SALES REPRESENTATIVE 


LET THIS MAN PUT YOUR 
IDEAS caZo PRACTICAL OPERATION 


"The salesman who represents Standard Steel When you realize that this Sales Representa 
Works in your territory is also your represen tive has the profound engineering training that 
tative—but not on your payroll. He is a most operators find so beneficial in getting authori- 
valuable man to your company as your expert tative information and working equipment, you 
transportation engineer who knows your prob might say ’ fleet and 


lems—knows their solution—and knows our is a big factor in Standard Steel's progress.” 
equipment and what it can do for you . 
Sound engineering—continued research— 
Because he translates your ideas into practi equipment that is never outdated—have placed 
cal use, he deserves your support—and the ine STANDARD STEEL among the leaders of the 
come he derives in selling and maintaining a transport industry. STANDARD STEEL 
service check on your equipment while it ts i transports are planned by engineers—built and 
use, certainly is well earned. It becomes a li sted by engineers—presented by engineers. 
time asset to your business a} therefore to “GO STANDARD” 


OTHER PRODUCTS 
Asphalt Distributors... Tar Kettles 
Aggregate Spreaders 
Maintenance Distributors 
Power and Traction Driven 
Construction Brooms 
Burners Street Fiushers 
Supply Tanks Pipe Line Equipment 
Shelving Hardware 
and Agricultural Equipment 


Standard Steel Works «+ NORTH KANSAS City, mo. 





